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Foreword 


HE  rapid  evolution  of  constructive  methods  in  recent 
years,  as  illustrated  in  the  use  of  steel  and  concrete, 
'fi'  and  the  increased  size  and  complexity  of  buildings, 
has  created  the  necessity  for  an  authority  which  shall 
embody  accumulated  experience  and  approved  practice  along  a 
variety  of  correlated  lines.  Tlie  Cyclopedia  of  Architecture, 
Carpentry,  and  Building  is  designed  to  till  this  acknowledged 
need. 

C  There  is  no  industry  that  compares  with  Building  in  the 
close  interdependence  of  its  subsidiary  trades.  The  Architect, 
for  example,  who  knows  nothing  of  Steel  or  Concrete  con- 
struction is  today  as  much  out  of  place  on  important  work 
as  the  Contractor  who  cannot  make  intelligent  estimates,  or  who 
understands  nothing  of  his  legal  rights  and  responsibilities.  A 
carpenter  must  now  know  something  of  Masonry,  Electric  Wiring, 
and,  in  fact,  all  other  trades  employed  in  the  erection  of  a  build- 
ing; and  the  same  is  true  of  all  the  craftsmen  whose  handiwork 
will  enter  into  the  completed  structure. 

C  Neither  pains  nor  expense  have  been  spared  to  make  the 
present  work  the  most  comprehensive  and  authoritative  on  the 
subject  of  Building  and  its  allied  industries.  The  aim  has  been, 
not  merely  to  create  a  work  which  will  appeal  to   the  trained 


I'xlK'it,  but  i.ne  tluit  will  commend  itself  also  to  the  beginner 
iin.l  the  self-taught,  pnictical  man  by  giving  him  a  working 
kn..\vleclgo  of  the  principles  and  methods,  not  only  of  his  own 
purticuliir  trade,  but  of  all  other  branches  of  the  Building  Indus- 
try as  well.  The  various  sections  have  been  prepared  especially 
for  homo  study,  each  written  by  an  acknowledged  authority  on 
the  sul)ject.  The  arrangement  of  matter  is  such  as  to  carry  the 
student  forward  by  easy  stages.  Series  of  review  questions  are 
inserted  in  each  volume,  enabling  the  reader  to  test  his  knowl- 
edge and  make  it  a  permanent  possession.  The  illustrations  have 
been  selected  with  unusual  care  to  elucidate  the  text. 

C  The  work  will  be  found  to  cover  many  important  topics  on 
which  little  information  has  heretofore  been  available.  This  is 
especially  apparent  in  such  sections  as  those  on  Steel,  Concrete, 
and  Reinforced  Concrete  Construction:  Building  Superintendence; 
Estimating;  Contracts  and  Specifications,  including  the  princi- 
ples and  methods  of  awarding  and  executing  Government  con- 
tracts; and  Building  Law. 

C  The  Cyclopedia  is  a  compilation  of  many  of  the  most  valu- 
able Instruction  Papers  of  the  American  School  of  Correspond- 
ence, and  the  method  adopted  in  its  preparation  is  that  which  this 
School  has  developed  and  employed  so  successfully  for  many  years. 
This  method  is  not  an  experiment,  but  has  stood  the  severest  of  all 
tests — that  of  practical  use — which  has  demonstrated  it  to  be  the 
best  yet  devised  for  the  education  of  the  busy  working  man. 

C  In  conclusion,  grateful  acknowledgment  is  due  the  staff  of 
authors  and  collaborators,  without  whose  hearty  co-operation 
this  work  would  have  been  impossible. 
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FREEHAND  DRAWING, 


1.  The  Value  of  Freehand  Drawing  to  an  Architect.  Out. 
side  of  its  general  edncational  value  freehand  drawing  is  as  abso- 
lutely  essential  to  tlie  trained  areliitect  as  it  is  to  the  professional 
painter.  It  is  obviously  necessary  for  the  representation  of  all 
except  the  most  geometric  forms  of  ornament,  and  it  is  equally 
important  in  making  any  kind  of  a  raj)id  sketch,  either  of  a  whole 
building  or  a  detail,  whether  from  nature  or  in  the  study  of  plans 
and  elevations.  It  is  perhaps  not  so  generally  understood  that  the 
training  it  gives  in  seeing  and  recording  forms  accurately,  culti- 
vates not  only  the  feeling  for  relative  proportions  and  shapes,  but, 
also,  that  very  important  architectural  faculty — tlie  sense  of  the 
third  dimension.  The  essential  problem  of  most  drawing  is  to 
express  length,  breadth,  and  thickness  on  a  surface  wliich  has 
only  length  and  breadth.  As  the  architect  works  out  on  paper, 
which  has  only  length  and  breadth,  his  designs  for  buildings  which 
are  to  have  length,  breadth,  and  thickness,  he  is  oblicred  to  visual- 
ize;  to  see  with  the  mind's  eye  the  thickness  of  his  forms.  He 
must  always  keep  in  mind  what  the  actual  appearance  will  be. 
The  study  of  freehand  drawing  from  solid  forms  in  teaching  the 
representation  on  paper  of  their  appearance,  stimulates  in  the 
draughtsman  his  power  of  creating  a  mental  vision  of  any  solid. 
That  is,  drawing  from  solids  educates  that  faculty  l)y  means  of 
which  an  architect  is  able  to  imagine,  before  it  is  erected,  the 
appearance  of  his  building. 

2.  Definition  of  Drawing.  A  drawing  is  a  statement  of  cer- 
tain  facts  or  truths  by  means  of  lines  and  tones.  It  is  nothing 
more  or  less  than  an  explanation.  The  I^est  drawings  are  those  in 
which  the  statement  is  most  direct  and  simple;  those  in  which  the 
explanation  is  the  clearest  and  the  least  confused  by  the  introduc- 
tion of  irrelevant  details. 

A  drawing  never  attempts  to  tell  all  the  facts  about  the  form 
depicted,  and  each  person  who  makes  a  drawing  selects  not  only 
the  leading  truths,  but  also  includes  those  characteristics  which 
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Hi.iR'ul  to  him  as  an  individual.     The  result  is  tliat  no  two  people 
niakf  (irawiiiifsof  the  same  subject  exactly  alike. 

3.  The  Eye  and  the  Camera.  The  question  immediately 
arises:  AVhy  should  we  not  draw  all  that  we  see;  tell  all  that  we 
know  about  our  subject  ?  Since  the  photograph  does  represent, 
with  the  exception  of  color,  all  that  we  see  and  even  more,  another 
question  is  raised:  AVhat  is  the  essential  difference  between  a 
j.hutoijraph  of  an  object  and  a  drawing  of  an  object  ?  These  are 
(juestions  which  bring  us  dangerously  near  the  endless  region  of 
the  philosophy  of  fine  arts.  Stated  simply  and  broadly,  art  is  a 
refuire  invented  by  man  as  an  escape  from  the  innumerable  and 
bfwilderiiur  details  of  nature  which  weary  the.  eye  and  mind  when 
we  attempt  to  grasp  and  comprehend  them. 

AVithout  croino-  into  an  explanation  of  the  differences  in  struct- 
ure between  the  lens  of  a  camera  and  the  lens  of  the  eye,  it  may 
1k'  accepted  as  a  general  statement  that  in  spite  of  apparent  errors 
of  distortion  the  photograph  gives  us  an  exact  reproduction  of 
nature.  Every  minutest  detail,  every  shadow  of  a  shade,  is  pre- 
sented as  beino-  of  equal  importance  and  interest,  and  it  is  easy  to 
demonstrate  that  the  camera  sees  much  more  detail  than  the  human 
eye.  In  any  good  photograph  of  an  interior  the  patterns  on  the 
walls  and  hangings,  the  carving  and  even  the  grain  and  texture  of 
woods  are  all  presented  with  equal  clearness.  In  order  to  perceive 
any  one  of  those  details  as  clearly  with  the  eye  it  would  be  neces- 
sary to  focus  the  eye  on  that  particular  point,  and  while  so  focused 
all  the  other  details  of  the  room  would  appear  blurred.  The  camera. 
on  the  contrary,  while  focused  at  one  point  sees  all  the  others  with 
ahnost  eipuil  clearness.  This  fact  alone  is  enough  to  demonstrate  the 
dantn-r  of  assumintrthatthe  photograph  is  true  to  the  facts  of  vision. 
Acrain,  a  ])hotogra])h .of  an  antique  statue  M'ill  exaggerate  the  im- 
portance of  the  weather  stains  and  disfigurements  at  the  expense  of 
the  subtle  modelling  of  the  muscular  parts  which  the  eye  would 
instinctively  perceive  first. 

Xature,  then,  and  the  photograph  from  nature,  is  a  bewilder- 
ing mass  of  detail.  The  artist  is  the  man  of  trained  perceptions 
who,  by  eliminating  superfluous  detail  and  grasping  and  present- 
iix*-  only  the  essential  characteristics,  produces  a  drawing  in  whicii 
vre  see  the  object  in  a  simplified  but  nevertheless  beautiful  form. 
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In  lookincr  at  tlie  drawiiio;  we  become  conscious  of  the  subject  hikI 
its  principal  atti-ibuU^s;  \\-c  conipreliend  and  realize  these  witli  far 
less  effort  of  tilt'  iniiul  ;imiI  cvf  than  we  should  t'Xpciid  iu  lakiiin' 
in  and  cittn  iiiclHMidiii^' the  real  object  or  a  ph()t()n;i'a|ili  of  it.  ('oiii- 
pared  to  naUut'  il  is  more  restful  and  more  easily  understood,  and 
the  ease  with  which  it  is  comjjrclKMidcd  constitutes,  the  psycholo- 
gists say,  a  large  part  of  llic  [ili-asurc  we  lake  in  art;  it  cerlaiidv 
explains  why  we  enjoy  a  di-awing  of  an  object  when  we  may  take 
no  jileasure  in  the  object  itself,  oi"  a  photograph  of  it. 

4.  Restraint  in  Drawing.  The  ])ractical  ;ip|. licit!  ion  of  the 
nrecediui^"  bi'oad  deliiiilion  is  ni'ithi'r  ditlicull  nor  abstruse.  The 
becrinner  in  drawino-  usually  linds  his  work  swampeil  in  a  mass  of 
detail,  because  his  desire  is  to  be  absoluttdy  truthful  aiul  accurate, 
and  the  more  he  has  read  Knskin'--  and  writt'i's  of  his  school  tlie 
more  does  he  feel  that  art  and  nature  are  one.  ami  that  ihe  best 
drawing  is  that  which  most  successfully  ret)roduces  nat  nic  witli 
photograj)liic  iidelity.  It  maybe  taken  forgranted  that  a  di'awing 
must  be  true;  true  to  iialuii'.  Ihil  tiMith  is  at  best  a  relative 
term,  and  while  it  niay  l)e  said  that  evei'y  normal  eye  sees  ])rac- 
tically  the  same,  yet,  after  all,  the  eye  sees  only  what  it  is  traine<l 
to  see.  it  is  the  [lurpose  of  all  teaching  of  drawing  to  ti'ain  the 
eye  to  see  and  the  Icmd  to  put  down  the  bie-ocst  ami  most  impoi-- 
tant  truths  and  to  sacrilice  small  and  uiiimportant  details  for  the 
sake  of  giving  greater  emphasis  or  accent  to  the  statement  of  the 
larger  ones.  "Art  lives  by  sacrifices"  is  the  expression  of  tlu' 
French,  the  most  artistic  nation  of  modern  times.  The  experience 
of  the  beginner  is  very  practical  testimony  to  the  truth  of  the 
expression,  for  he  very  soon  realizes  that  he  has  not  the  ;d)ility, 
even  if  it  were  best,  to  draw  all  he  sees,  and  he  has  to  face  the 
question  of  what  to  leav^e  out,  what  to  sacrifice.  Sense  will  tell 
him  that  he  must  ;it  all  costs  retain  those  elements  which  haxc  the 
most  ineanintr  or  sionilicance,  oi-  else  his  di'awino-  will  not  be*  in- 
telligible.  So  he  is  gradually  taught  to  select  the  vital  facts  and 
nuike  SUV  of  them  at  least.  It  is  true  that  the  more  accomplished 
the  draughts nuxn  becomes  the  greater  will  be  his  ability  to  suc- 
cessfully represent  the   lessei-  truths,  the  smaller  details    he   sees, 

*  Note.— Ample  coiToboration  for  all  iliat  is  stated  above  may  be  foimd  iu  Uuskln, 
b\U  it  is  eiubodciiHl  iu  a  mass  of  coufusiUK  aud coatradictory  assertions.  KusUln  is  a  vt*ry 
•ianperous  author  for  the  begiuner. 
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Ih^'jiiiso  liaviiii»"  lr;iiiu'<l  his  ncriTjttitui  lo  tin,' imporliiiicr  of  <_i;ras|)iiio; 
llii<  l»i«'  tnillis  lu"  lias  also  altaiiicil  llir  kiiowU'di^f  and  altility  to 
rxiircss  llu*  siiiallcr  fai-ts  williout  ohsoiiriii^'  llic  gri'ad-r  ones. 
Ni'viTllu'li'ss  tlie  (jiu'sliuii  o^  what  to  sacrirK-i'  romaiiis  one  of  the 
most  importimt  ill  all  forms  of  ivpivsentatiou.  One  of  the  com- 
moiu'st  iTitlcisms  jtroiioiiiu-i'il  Uv  ai-tists  on  the  work  of  their  col- 
leaiMies  is  «liat  '"he  has  not  known  when  to  stop";  the  pietuie  is 
overloaded  and  ohseured  with  distractinu;  detail, 

5.  Learning  to  See.  It  is  very  important  that  the  student 
of  drawing  shall  understand  in  the  beginning  that  a  very  large  part 
of  his  education  consists  in  learning  to  see  correctly.  The  power 
to  see  correctly  and  the  manual  skill  to  put  down  with  accuracy 
what  he  sees — these  he  must  accpiire  simultaneously.  It  is  usually 
dillicult  at  lirst  to  convince  j)eople  that  they  do  not  naturally  and 
without  trainintr  see  correctly.  It  is  true  that  there  is  formed 
in  every  Jiormal  eye  the  same  image  of  an  object  if  it- is  seen  from 
the  same  ])osition,  but  as  minds  differ  in  capacity  and  training, 
so  will  they  perceive  differently  whatever  is  thrown  upon  the  retina 
or  mirror  of  the  eye. 

It  is  a  matter  of  common  observation  that  no  two  people  agree 
in  their  description  of  an  ol)ject,  and  where  events  are  taking  place 
]"aj)idly  in  front  of  the  eyes,  as  in  a  football  game,  one  person  with 
what  we  call  (]^uick  perceptions,  will  see  much  more  than  another 
whose  mind  works  more  slowly;  yet  the  same  images  were  formed 
in  the  eyes  of  each.  The  person  who  understands  the  game  sees 
inlinitely  more  of  its  ^vorkings  than  one  who  does  not,  because 
he  knows  what  to  look  for;  and  to  draw  with  skill  one  must  also 
know  what  to  look  for.  ]\[any  people  mIio  have  not  studied  draw- 
ing say  they  see  the  top  of  a  circular  table  as  a  ])erfect  circle  in 
whatever  position  the  eye  may  be  in  regard  to  the  tal)le.  Others 
see  a  Nvhite  water  lily  as  pure  white  in  color,  whether  it  is  in  the 
subdued  lio;ht  of  an  interior  or  in  full  sunlight  out  of  doors.  In 
questions  of  color  it  is  a  matter  of  much  study,  even  with  persons 
o'  artistic  gifts  and  training,  to  see  that  objects  of  one  color  appear 
under  certain  conditions  to  be  quite  a  different  color. 

6.  Outline.  The  untrained  eye  usually  sees  objects  in  out- 
line filled  in  with  their  local  color,  that  is,  the  color  they  appear  to 
\nt  when    examined   near   the  eye   without   strong  light  or  shade 
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thrown  upon  them.  Ono  of  tlio  iirst  tilings  tlio  student  Iims  to 
li'Mi'ii  is  that  tliere  are  no  outliiies  in  iialuri'.  ()I)jeets  are  di.stin- 
o;uished  from  each  other  not  hy  outlines  but  by  planes  of  light  and 
dai'k  and  color.  Occasionally  a  plane  of  dark  M'ill  be  so  narrow 
that  it  can  only  be  represented  by  a  line,  but  that  does  not  refute 
the  statement  that  outlines  do  not  exist  in  nature.  Yery  often 
only  one  part  of  an  object  will  be  detached  from  its  surroundings. 
Some  of  its  masses  of  light  nuiy  fuse  with  the  light  parts  of  other 
forms  or  its  shadows  with  sTirronndinjjf  shadows.  If  enouo-li  of  the 
form  is  revealed  to  identify  it,  the  eye  unconsciously  su])plies  the 
shapes  which  are  not  seen,  and  is  satisfied.  The  beginner  in 
drawing  is  usually  not  satisfied  to  represent  it  so,  but  draws 
definitely  forms  which  he  does  not  see  simply  because  he  knows 
they  are  there.  Obviously  then  it  is  necessary  to  learn  what  we 
do  not  see  as  well  as  w'hat  we  do. 

7.  Although  there  are  no  outlines  in  nature,  most  planes  of 
light  and  shade  have  definite  shapes  which  serve  to  explain  the 
form  of  objects  and  these  shapes  all  have  contours,  edges  or  bound- 
aries where  one  tone  stops  and  another  begins.  As  the  history  of 
drawing  shows,  it  has  always  been  a  convention  of  early  and  primi- 
tiv^e  races  to  represent  these  contours  of  objects  by  lines,  omitting 
effects  of  light  and  shade.  To  uu)st  people  to-day  the  outline  of 
an  object  is  its  most  important  element — that  by  which  it  is  most 
easily  identified — and  for  a  large  class  of  explanatory  drawings 
outlines  without  light  and  shade  are  sufficient.  By  varying  the 
width  and  the  tone  of  the  outline  it  is  even  possible  to  suggest  the 
solidity  of  f'orn\s  and  something  of  the  ]»lav  of  light  aiul  shade  and 
of  texture. 

8.  Hince,  in  order  to  represent  light  and  shade,  it  is  neces- 
sary to  set  off  definite  boundaries  or  areas  and  give  them  their 
proper  size  and  contour,  it  follows  that  the  study  of  outline  mav 
very  well  be  considered  a  simple  way  of  learning  to  draw,  and  a 
drawing  in  outline  as  one  stej)  in  the  production  of  the  fully  tlevel- 
oped  M'ork  in  light  and  shade.  An  outline  di;iwing  is  the  simplest 
one  which  can  be  made,  and  by  eliminating  all  (Questions  of  light 
aiul  shade  the  student  can  concentrate  all  his  effort  on  representing 
coulours  and  pn)|i(>rti()iis  c«)1Tcc1]\'.  Hiil  ]ic  sliould  alwav^^  bear  in 
mind  that  liis  di-awinc  is  a  convenlioii,  ihat   it  is  not  as  lie  aetuall\ 
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sees  nature,  and  that  it  can  but  imperfectly  convey  impressions  of 
the  surfaces,  (jnality  and  textures  of  objects. 

'.I.  It  is  often  asserted  that  whoever  can  learn  to  write  can 
Ifarn  to  draw,  but  one  may  go  further  and  assert  that  writing  is 
drawing.  Every  letter  in  a  written  word  is  a  drawing  from  mem- 
oiv  of  thi^t  letter.  So  that  it  may  be  assumed  that  every  one  who 
can  write  already  knows  sometliing  of  drawing  in  outline,  which 
is  one  reason  why  instruction  in  drawing  may  logically  begin 
with  the  study  of  outline. 

Some  good  teachers  advocate  the  immediate  study  of  light 
and  shade,  arguing  that  since  objects  in  nature  are  not  bounded  by 
lines  to  represent  them  so  it  is  not  only  false  but  teaches  the 
student  to  see  in  lines  instead  of  thinking  of  the  solidity  of  objects. 
Jiut  these  arguments  are  not  sufficient  to  overbalance  those  in 
favor  of  beginning  with  outline,  especially  in  a  course  planned  for 
ari'hiteetural  students  to  whom  expression  in  outline  is  of  the  first 
importance. 

HATERIALS. 

lo.  Pencils.  Drawings  may  be  made  in  "  black  and  white" 
or  in  eolor.  A  black  and  white  drawing  is  one  in  whicn  there  is 
IK)  eolor  and  is  made  by  using  pencil,  charcoal,  crayon  or  paint 
\\  liieh  produces  different  tones  of  gray  ranging  from  black  to  white. 

The  ])encil  is  the  natural  medium  of  the  architect  and  the 
materials  for  pencil  drawing  are  very  inexpensive  and  require  little 
time  for  their  preparation  and  care.  Drawings  in  pencil  are  very 
easily  changed  and  corrected  if  necessary.  All  the  required  ])lates 
for  this  course  are  to  be  executed  in  pencil. 

The  pencil  will  make  a  drawing  with  any  degree  of  finish 
ranging  from  a  rouglr  outline  sketch  to  the  representation  of  all 
the  light  and  shade  of  a  complicated  subject.  In  addition  it  is  the 
easiest  of  all  mediums  to  handle.  Students  are  sometimes  led  to 
think  that  it  is  more  artistic  to  draw  in  charcoal  crayon  or  pen 
and  ink.  It  may  be  that  an  additional  interest  is  aroused  in  some 
students  by  working  in  these  materials,  but  the  beginner  must 
assure  himself  at  once  that  artistic  merit  lies  wholly  in  the  result 
and  not  at  all  in  the  material  in  wliieh  the  work  is  executed. 

iVneils  are  made  in  varying  degrees  of  hardness.     The  softest 
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is  marked  JBBBBBB  or  6B;  5B  is  slightly  less  soft  and  they  increase 
in  hardness  through  the  following  grades:  4B,  3B,  2B,  B,  IIB,  F, 
II,  211,  311,  411,  5H,  611.  A  pencil  should  mark  smoothly  and 
be  entirely  free  from  grit.  The  presence  of  grit  is  easily  rccof. 
nized  by  the  scratching  of  the  pencil  on  the  paper  and  by  the 
unevenuess  in  the  width  and  tone  of  the  line.  The  leads  of  the 
softer  pencils  are  the  weaker  and  are  more  easily  broken.  They 
give  oft  their  color  the  most  freely  and  produce  blackest  lines. 
What  hardness  of  pencils  one  should  use  depends  upon  a  nuuilx^r 
of  considerations,  one  of  the  most  important  being  the  cpiality  of 
paper  upon  which  the  drawing  is  made. 

Quick  effects  of  light  and  shade  can  be  best  produced  by  the 
use  of  soft  pencils  because  they  give  off  the  color  so  freely  and  the 
strokes  blend  so  easily  into  flat  tones. 

A  medium  or  hard  pencil  is  necessary  when  a  drawing  is  to 
be  small  in  size  and  is  intended  to  express  details  of  form  and  con- 
struction rather  than  masses  of  light  and  shade.     This  is  because 

o 

the  lines  made  by  hard  pencils  are  liner,  and  more  clean  and  crisp 
than  can  be  obtained  by  using  soft  grades.  The  smaller  the  draw- 
ing, the  more  expression  of  detail  desired,  the  harder  the  pencil 
should  be;  a  good  general  rule  for  all  quick  studies  of  effects  of 
light  and  shade  is  to  use  as  soft  a  pencil  as  is  consistent  with  the 
size  of  the  drawing  and  the  surface  of  the  paper.  Beginners,  how- 
ever, are  obliged  to  make  many  trial  lines  to  obtain  correct  propoi- 
tions,  and  in  that  way  produce  construction  lines  so  heavy  that 
the  eraser  required  to  remove  them  leaves  the  paper  in  a  damaged 
condition.  Until  the  student  can  draw"  fairly  well  he  should  begin 
every  piece  of  work  with  a  medium  pencil  and  take  care  to  make 
very  light  lines  and  especially  to  avoid  indenting  the  paper. 

It  should  be  understood  that  pencil  drawings  ought  never  to 
be  very  large.  There  should  always  be  a  proportional  relation 
between  the  size  of  a  drawing  and  the  medium  which  produces  it. 
The  point  of  a  pencil  is  so  small  that  to  make  a  large  drawing 
with  it  consumes  a  disproportionate  amount  of  time.  For  large 
drawings,  especially  such  showing  light  and  shade,  crayon  or  char- 
coal are  the  proper  materials  for  they  can  be  made  to  cover  a  large 
surface  in  a  very  short  time.  The  larger  the  area  to  be  covered 
the  larger  sliould  l)e  the  point  and  the  line  producing  it. 
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S|»fci;il  [K'iR-ils  with  lar<j;o  leads  can  Ito  obtained  for  luaking 
largo  jH-iieil  drawiiii^s. 

11.  Paper.  Tii  c-eiieral  the  finiier  the  surface  of  the  paper 
the  liarih-r  the  peiieil  one  ean  use  on  it.  For  a  inediuni  or  hard 
pencil  the  paper  should  he  tough  and  rather  smooth  but  never 
<dazed.  ^tanv  very  cheap  crrades  of  paper,  for  example  that  on 
which  newsjjapers  are  piinted,  take  the  pencil  very  well  but  have 
not  a  sulHcientlv  tough  surface  to  allow  the  use  of  the  eraser.  They 
are  excellent  for  rapid  .sketches  made  very  directly  without  altera- 
tions. 

l*aj)er  f(jr  effects  of  light  and  shade  should  be  soft  and  smooth. 
For  this  work  the  cheaper  grades  of  jmper  are  often  more  suitable 
than  the  expensive  sorts.  Paper  with  a  rough  surface  should 
alwavs  be  avoided  in  pencil  drawings,  as  it  gives  a  disagreeable 
••  wooly  "  texture  to  the  lines. 

12.  Holding  the  Pencil.  Any  hard  and  fast  rules  for  the 
proper  use  of  the  pencil  would  be  out  of  place,  but  until  the  stu- 
dent has  worked  out  for  himself  the  ways  which  are  the  easiest  and 
best  for  him  he  cannot  do  better  than  ador)t  the  followino-  sugo-es- 
tions,  which  will  certainly  aid  him  in  using  the  pencil  with  effect 
and  dexterity. 

The  most  important  points  in  drawing  are  to  be  accurate  and 
at  the  same  time  dii'ect  and  free.  Of  course,  accuracy — the  ability 
to  set  down  things  in  their  right  proportions — is  indispensable; 
but  the  abilty  to  do  this  in  the  most  straightforward  way  without 
constraint,  fumbling,  and  erasures  is  also  necessary.  Art  has  been 
defined  as  the  doing  of  any  one  thing  supremely  well. 

The  pencil  should  be  held  lightly  between  the  thumb  and 
forefinger  three  or  four  inches  from  the  point,  supported  by  the 
middle  finger,  with  hand  turned  somewhat  on  its  side. 

There  are  three  ways  in  which  it  is  possible  to  move  the  pen- 
cil; with  the  iingers,  the  wrist,  or  the  arm.  Most  people  find  it 
convenient  to  use  the  fino;er  movement  for  drawing  short,  vertical 
lines.  In  order  to  produce  a  long  line  by  this  movement  it  is  only 
necessary  to  make  a  succession  of  short  lines  with  the  ends  touch- 
ing  each  other  but  not  overla])ping,  or  by  leaving  the  smallest  pos- 
sible space  between   the  end  of  one  line  and  the  beoinnino-  of  tlie 

next.     The   wrist  movement  i>roduces  a  lonwr  line  and   is   used 

1  r^ 
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naturally  to  make  horizontal  lines.  For  a  very  long  sweep  of  lino 
the  movement  of  the  arm  from  the  shoulder  is  necessary.  This  is, 
perhaps,  the  most  difficult  way  of  drawing  for  the  beginner,  but  it 
affords  the  greatest  freedom  and  sweep,  and  many  teachers  con- 
sider it  the  only  proper  method. 

13.  Position.  The  draughtsman  should  sit  upright  and  not 
bend  over  his  drawing,  as  that  cramps  the  work  and  leads  him  to 
look,  while  working,  at  only  a  small  portion  of  his  drawing  instead 
of  comprehending  the  whole  at  a  glance. 

The  surface  to  receive  the  drawincr  must  be  held  at  rioht 
ancfles  to  the  direction  in  which  it  is  seen,  otherwise  the  drawing; 
will  be  distorted  by  the  foreshortening  of  the  surface.  A  rectan- 
gular surface  such  as  a  sheet  of  paper  is  at  right  angles  to  the 
direction  in  which  it  is  seen  when  all  four  corners  are  equally 
distant  from  the  eye.  A  fairly  accurate  test  may  be  made  in  the 
following  manner:  Locate  the  center  of  the  paper  by  drawing  the 
diagonals.  Flat  against  this  point  place  the  unsharpened  end  of  a 
pencil.  Tip  the  surface  until  the  length  of  the  pencil  disappears 
and  only  the  point  and  sharpened  end  are  visible,  then  the  surface 
will  be  at  rio-ht  ano-les  to  a  line  drawn  from  the  eye  to  its  center. 
The  pencil  represents  this  line  for  a  part  of  the  distance  because  if 
properly  held  it  is  at  right  angles  to  the  surface. 

FIRST   EXERCISES. 

Before  trying  to  draw  any  definite  forms  the  student  should 
practice  diligently  drawing  straight  lines  in  horizontal,  vertical,  and 

__  ____,  oblique    positions,    and     also    circles     and 

■ .— ™—  ellipses. 

7.-.-—.-,.---—-  14-     Straight    Lines.      In    drawing  the 

rZT  TT3IIIIIZII^^^I^    straight  line  exercises  points  should  first  be 

placed  lightly  and  the  line  drawn  to  connect 
MM  theinas  in  Ficr.  1.     Drawaseriesof  ten  or  fif- 

j   I   I    i  /// /   teen  lines  in  each  position,  placing  the  points 

\   \   \   \        /  / / /        to  be  connected  by  the  lines  one  inch  apart 
III]  / // /  '"^tl  leaving  a  space  of   one  quarter  of  an 

inch  between  each  line.      Next  draw  a  series 

Points.  iihu'ing  tlie  points  two  1 11c lies  apart,  then  a 

group  with   tlie  points   four   inrlu-s  apai-t,  and    tiuaUy  a  set  wliicli 
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will  frive  liiu's  eitrht  inches  long.  Start  to  draw  vertical  lines 
fn.in'tlie  to].,  horizontal  lines  from  the  left  to  right,  oblique  lines 
whicii  slant  upward  toward  the  right,  from  the  lower  point,  and 
those  slanting  upward  toward  the  left,  from  the  upper  point.  Use 
all  three  j)encils,  811.  F  and  a  solid  ink  pencil  for  these  exercises, 
antl  take  the  greatest  care  not  to  press  too  strongly  on  the  paper 
with  the  harder  trades.  They  are  intended  to  make  rather  light 
<rrav  lines.  AVhere  dark  lines  are  desired  always  use  the  solid  ink 
piMu-il.  Try  also  making  the  exercises  with  different  widths  of 
line  remilated  by  the  bluntness  of  the  point,  and  do  at  least  one 
set  using  the  solid  ink  pencil  and  making  very  wide  lines  as  near 
tocrether  as  is  possible  without  fusing  one  line  wnth  another.  In 
all  of  these  exercises  the  lines  should  each  be  drawn  with  one  pen- 
cil stroke  without  lifting  the  pencil  from  the  paper  and  absolutely 
no  corrections  of  the  line  should  be  made. 

15.     Circles   and    Ellipses.       In     ])racticing    drawing   circles 
start    from  a  point  at  the  left  and  move  around  toward  the  right 

as  in  Fi(T.  2.  Draw  a  series  of  ten  cir- 
cles  half  an  inch  in  diameter,  forming 
each  with  a  single  pencil  stroke.  Next 
draw  a  group  of  ten  with  a  one-inch 
diameter,  still  keeping  to  the  single 
pencil  stroke.  Follow  these  with  a  set, 
;i§  each  being  two  inches  in  diameter  and 
another  set  with  a  three-inch  diameter. 
In  drawing  these  larger  circles  the  free 
arm  movement  will  be  found  necessary 
and  the  lines  may  be  swept  about  a 
number  of  times  for  the  purpose  of  correcting  the  first  outline  and 
giving  practice  in  the  arm  movement.  As  the  circles  increase  in 
diameter  the  difficulty  of  drawing  them  with  accuracy  by  a  single 
stroke  increases  also,  but  instead  of  erasing  the  faulty  positions 
and  laboriously  patching  the  line,  it  is  better  to  make  the  correc- 
tions as  directed,  by  sweeping  other  lines  about  until  a  mass  of 
lines  is  formed  whicli  gives  the  shape  correctly.  The  single  outline 
desired  will  be  found  somewhere  within  the  mass  of  lines  and  may 
be  accented  with  a  darker  line  and  the  other  trial  lines  erased. 

Draw  a  series  of  ten  ellipses.  Fig.   3,   with  a  long  diameter  of 
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half  an  inch,  forming  each  with  a  single  pencil  stroke.  Follow 
with  a  group  of  ten,  having  the  long  diameter  one  inch  in  length, 
joining  each  outline  with  a  single  pencil  stroke.  Proceed  with  a 
set  havinir  a  loner  diameter  of  two  inches  and  a  set  with  a  lonjr 
diameter  of  three  inches.  Follow  the  same  instructions  for  these 
last  two  groups  as  were  laid  down  for  drawing  the  larger  circles, 
that  is,  sweep  the  lines  about  several 
tinies  with  the  free  arm  movement. 

In  drawing;  horizontal  straight  lines 
the  elbow  should  be  held  close  t«  the 
body.  For  vertical  lines  and  for  all 
curved  lines  the  elbow  should  be  held  as  .    „ 

Fig.  3.     EUipses. 

far  from  the  body  as  possible. 

These  exercises  and  similar  ones  of  his  own  invention  should 
be  practiced  by  the  student  for  a  long  period,  even  after  he  is 
studying  more  advanced  work.  Any  piece  of  waste  paper  and  any 
spare  moments  may  be  utilized  for  them.  As  in  acquiring  any 
form  of  manual  skill,  to  learn  to  draw  requires  incessant  ])ractice, 
and  these  exercises  correspond  to  the  five-finger  exercises  which 
are  such  an  important  part  of  the  training  in  instrumental  music. 
While  they  are  not  very  interesting  in  themselves  the  training  they 
give  to  the  muscles  of  the  hand  and  arm  is  what  enables  the 
draughtsman  to  execute  his  work  with  rapidity,  ease,  and  assurance. 

The  student  should  bear  in  mind  that  a  straicrht  freehand  line 
ought  not  to  look  like  a  ruled  line.  A  part  of  the  attraction  of 
freehand  drawing,  even  of  the  simplest  description,  is  the  sensi- 
tive, live  quality  of  the  line.  A  straight  line  is  defined  in  geom- 
etry as  one  whose  direction  is  the  same  throughout,  but  slight 
deviations  in  a  freehand  straight  line,  which  recover  themselves 
and  do  not  interfere  with  the  o-eneral  direction  are  lecritimate,  as 
the  hand,  even  when  highly  trained,  is  not  a  machine,  and  logically 
should  not  attempt  to  do  what  can  be  performed  with  more 
mechanical  perfection  by  instruments.  Where  freehand  straight 
lines  are  used  to  indicate  the  boundaries  of  forms,  the  slight  in- 
evitable  variations  in  the  line  are  really  more  true  to  the  facts  of 
vision  than  a  ruled  line  would  be,  inasmuch  as  the  edges  even  of 
geometric  solids  appear  softened  and  less  I'igid  l)ecause  they  are 
affected  by  the  play  of  light  and  l)y   the   intervening  atmosphere. 
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This  tlio  ben-iniier  will  not  be  able  to  see  at  first,  for  in  this  case  as 
in  so  many  others,  his  sight  is  biased  by  his  knowledge  of  what 
tlii>  ol>ject  is  and  how  it  feels. 

i6.  Freehand  Perspective.  One  of  the  chief  ditiiculties  in 
li'iirniiK'-  to  draw  is,  as  before  stated,  in  learning  to  see  correctly, 
bt'canse  tlie  ai)nearance  of  objects  so  often  contradicts  what  we 
know  to  be  trne  of  them.  More  than  one  beginner  has  drawn  a 
handle  on  a  mncr  because  he  knew  it  was  there,  regardless  of  the 
fact  that  the  mug  was  turned  in  such  a  way  that  the  handle  was 
not  visible.  The  changes  which  take  place  in  the  appearance  of 
forms  through  changes  in  the  position  from  which  they  are  seen, 
are  governed  by  the  principles  of  perspective.  Although  students 
of  this  course  are  supposed  to  be  familiar  M'itli  the  science  of  ])er- 
sj)ective,  it  is  necessary  to  I'estate  certain  general  principles  of 
])erspective  with  which  the  freehand  draughtsman  must  be  so 
familiar  that  he  can  apply  them  almost  unconsciously  as  he  draws. 
The  most  important  of  these  are  demonstrated  in  the  following 
i)aragraphs,  and  their  application  should  be  so  thoroughly  under- 
stood that  they  become  a  part  of  the  student's  mental  equipment. 
In  theory  the  draugiitsman  draws  what  he  sees,  but  practically  he 
is  jruidtHl  by  his  knowledo-e  as  to  how  he  sees. 

The  principles  can  be  most  clearly  demonstrated  through  the 
study  of  certain  typical  geometric  forms  which  are  purposely 
stripped  of  all  intellectual  or  sentimental  interest,  so  that  nothing 
shall  divert  the  attention  from  the  principles  involved  in  their 
representation.  The  student  M'ill  readily  recognize  the  great 
variety  of  subjects  to  which  the  principles  apply  and  the  impor- 
tance of  workino;  out  the  exercises  and  masterincr  them  for  the  sake 
of  the  knowledge  they  impart.  These  principles  can  be  explained 
very  clearly  by  the  use  of  the  glass  slate,  which  is  a  part  of  the 
recjuired  outfit  for  this  course.  All  drawings  should  l)e  made  from 
the  models  in  outline  and  in  freehand  on  the  o'lass,  usintJ-  the  (h'oss 
pencil.  The  drawing  should  be  tested  and  corrected  accordino-  to 
tlie  instructions  for  testing. 

17.  Tracing  on  the  Slate.  In  beginning  to  study  model 
drawing  the  iiiodid  inay'bi^  traced  upon  the  slate  held  betM'een  the 
modrl  and  the  eye  and  at  right  angles  to  the  direelion  in  which 
the    oltjcct  is  seen.      (See    section    1;5.)       in    ordci-   to   do   liiis  with 
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;u'('iir;icy  it  is  ahsoliilt'ly  lu'ccsHiiry  thai  tlio  slater  .shall  iKjt  iiiox'o 
and  it  is  i'(|iiallv  ii('(H'Ssar\'  (hat  the  position  of  tht^  cyo  shall  not 
clianoc.  As  iiritlu'i'  of  ihcsc  coiKlit  ions  can  \)('.  fultillcd  exactly 
without  ]iu'eha,iiical  contiixaiu'i'S  for  holding  both  the  slate  ;uid  the 
head  fixed,  it  follows  that  tlie  best  tracino-  one  can  make  will  he 
oidy  a])proxiiiiHtely  cori'ect  and  even  that  only  if  the  object  is  of  a 
very  simple  character.  Tlie  more  complicated  the  object  the  less 
satisfactory  will  be  the  tracing  from  it.  Perhaps  the  best  method 
is  to  inark  the  important  angles  and  changes  of  direction  in  the 
contour  with  points  and  then  rapidly  connect  the  points  with  lines 
following  the  contours.  Although  the  result  may  not  l)e  very 
correct,  if  carefully  made  the  tracing  will  at  least  demonstrate  tlie 
principal  points  wherein  the  ajtpearance  of  an  object  differs  from 
and  contradicts  the  facts,  and  that  is  the  sole  olrject  of  the  tracing. 
It  awakens  in  the  student  the  power  of  seeing  accurately  as  it 
teaches  the  mind  to  accept  the  image  in  the  eye  as  the  true  appear- 
ance of  an  object  even  if  that  image  dilTers  from  the  actual  shape 
and  proportion  of  the  ol)ject  as  we  know  it  by  the  sense  of  touch. 
Excejit  as  -it  helps  us  to  leani  to  s<'<%  tlie  traclinj  (jives  no  train- 
ing in  freeliand  drawing  other  than  the  slight  nam  aal  exercise 
involved  in  drawing  the  line. 

i8.  Testing  with  the  Slate.  The  great  value  of  the  slate 
for  the  beginner  in  freehand  drawing  is  the  ease  with  which  the 
accuracy  of  a  drawing  may  be  tested.  To  obtain  satisfactory  re- 
sults the  models  should  be  placed  about  a  foot  and  a  half  in  front 
of  the  spectator  and  the  drawings  made  rather  large.  The  draw- 
ing should  be  made  freehand,  in  outline,  and  the  greatest  care 
taken  to  inake  it  as  accurate  as  possible  before  testing  it  because 
the  ol)ject  in  nuiking  the  drawing  is  to  exercise  the  hand  and  eye. 
Drawing  exercises  should  not  be  confoiinded  with  the  preliminary 
exercises  in  tracing  whose  only  object  is  to  emphasize  the  fact  that 
forms  appear  different  as  the  position  of  the  eye  change-s. 

In  order  to  test  a  drawing  ])lace  the  slate  at  right  angles  to  a 
line  from  the  eye  to  the  model  according  to  the  directions  in  sec- 
tion 13.  Holding  the  slate  at  this  angle  and  keeping  one  eye 
closed  move  it  backward  and  forward  until  the  lines  of  the  draw- 
ing cover  the  lines  of  the  model.  Any  difference  in  the  general 
direction  of  the  lines  or  proportions  can  be  readily  ol)served.     Cor- 
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ivctions  should  mtt  ht-  iiiack'  l»y  tracing,  but  errors  should  be  care- 
fully note<l  and  the  alterations  made  freehand  from  a  re-study  of 
the  models.  If  the  drawing  is  too  large  to  cover  the  lines  of  the 
model,  errors  may  be  discovered  by  testiiig  the  different  angles  of 
the  drawincr  with  those  of  the  model.  If  all  the  angles  coincide 
the  diawinir  must  be  correct. 

In  making  the  tests  the  slate  should  be  held  firmly  with  both 
hands,  and  it  cannot  be  emphasized  too  strongly  that  the  test  is  of 
no  value  unless  the  slate  is  at  right  angles  to  the  direction  in  which 
the  model  is  seen.  "When  groups  of  models  or  other  complicated 
subjects  are  being  tested  only  the  directions  of  important  lines 
and  proportions  of  leading  masses  can  be  compared.  It  must  be 
clearly  understood  that  it  takes  some  practice  and  much  care  to 
test  the  drawing  of  a  simple  form,  and  that  the  slate  is  not  to  be 
used  as  a  means  of  tracing.  The  student  will  soon  discover  that 
it  is  impossible  to  trace  any  form  or  group  having  much  detail  or 
multiplication  of  parts  owing  to  the  impossibility  of  holding  the 
slate  and  the  eye  for  leng  in  the  same  position  at  the  same  time. 

Do  not  expect  too  much  of  the  slate.  Even  the  first  exercises 
in  tracing  simple  forms  will  show  the  student  that  unless  he  has 
acquired  some  facility  in  making  lines  freehand  he  cannot  trace 
lines.  Indeed  it  has  often  been  observed  that  no  one  can  trace 
who  cannot  draw.  Another  ditticultv  in  usincr  the  slate  at  first  is 
the  resistance  which  the  pencil  encounters  on  the  glass.  It  calls 
for  a  different  pressure  and  touch  from  that  used  with  a  pencil  on 
paper,  so  that  the  beginner  is  often  discouraged  unnecessarily  and 
becomes  impatient  Avith  the  slate,  partly  because  he  expects  too 
much  from  it  and  partly  because  he  has  not  learned  how  to  use  it. 
L>o  not  try  to  make  perfect  lines  on  the  slate.  Be  satisfied  at  first 
to  indicate  the  general  direction  of  lines.  Understand  also  that 
the  slate  is  only  to  be  used  in  beo-innino;  to  draw.  The  student 
should  as  soon  as  possible  emancipate  himself  from  the  use  of  the 
tests  and  depend  upon  the  eye  alone  for  Judging  the  relations  of 
proportions  and  lines.  From  the  beginning  a  drawing  should  be 
corrected  by  the  eye  as  far  as  possible  before  applying  any  tests. 
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FREEHAND  PERSPECTIVE.* 

19.  The  Horizon  Line  or  Eye  Level,  This,  as  the  name 
implies,  is  an  imaginary  horizontal  line  on  a  lev^el  with  the  eye. 
It  is  of  great  importance  in  representation,  as  all  objects  appear 
to  change  their  shape  as  they  are  seen  above  or  below  the  horizon 
line. 

The  following  exj)eriments  should  be  made  before  beginning 
to  draw  any  of  the  exercises  in  freehand  perspective.  Fasten  two 
square  tablets  together  at  ricrht  angles  to  each  other  so  tliat  the 
adjacent  corners  exactly  coincide,  giving  two  sides  of  a  cube. 
Hold  it  at  arm's  length  with  the  edge  where  the  two  planes  touch, 
parallel  to  the  eyes  and  the  upper  plane  level.  Lower  it  as  far  as 
the  arms  allow,  then  raise  it  gradually  to  the  height  of  the  eyes, 
and  above  as  far  as  possibh  ,  holding  it  as  far  out  as  possible. 
Observe  that  the  level  tablet  appears  to  become  narrower  as  it 
approaches  the  eye  level,  and  when  it  is  opposite  the  eye  it  becomes 
only  a  line  shoM'ing  the  thickness  of  the  cardboard.  Observe  that 
this  line  or  front  edge  of  the  tablet  always  appears  its  actual  length 
while  the  side  edges  have  been  gradually  appearing  to  become 
shorter.  As  the  tablet  is  lifted  above  the  horizon  the  lower  side 
begins  to  appear  very  narrow  at  first,  but  widening  gradually  the 
higher  the  tablet  is  lifted.  It  will  be  seen  also  that  when  the 
tablet  is  below  the  horizon  line  the  side  edges  appear  to  run  up- 
ward, and  when  the  tablet  is  above  the  eye  its  side  edgea  appear  to 
run  downward,  toward  the  horizon. 

level  of  Vfy«  That  they  and  similar  lines  appear  to  con  - 

verge  and  vanish  in  the  horizon  line  is 
proved  by  the  following  experiment: 
Place  a  book  on  a  table  about  two  feet 
away  with  its  bound  edge  toward  the  spec- 
tator and  exactly  horizontal  to  the  eye,  that 
is,  with  either  end  equally  distant  from  the 
eye.     Between  the  cover  and  the  first  page 

a  /         -  - -\  b  and  as  near  the  back  as  possible  place  a 

string,   leaving    about    two    feet  of    it   on 

Pig.  4.    Book  with  strings.      ^j^j^^^.     gj^^_       ^j^^j^^     ^^^     j^f^.     ^^^     ^^     ^j^^ 


*NoTE.— Through  the  coxirtesy  of  its  author  and  publi.shers.  these  exerci.ses  in  free- 
hand perspective  have  been  adopted  from  the  text-booli  on  "Freehand  Drawing,"  by 
Anson  K.  Cross.    Giuu  &  Co.,  Boston. 
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6trin<<"  ill  llif  ri<>lil  liaml  ami  iiiono  it  until  it  coincides  witli  or 
covers  tin-  left  i'(l<:;i'  of  the  hook.  Hold  the  right  end  of  the  string 
in  the  K'ft  hand  and  move  it  until  it  covers  the  right  edge  of  the 
hook.  The  two  strinfs  will  be  seen  to  form  two  converginij  or 
vanishing  lines  which  meet  at  a  point  on  the  level  of  the  eye, 
that  is,  in  the  horizon  line.  This  and  the  preceding  experiment 
illustrate  the  following  rule^ 

Jiule  1.     Jfoi'hontal  retreating  lines  ahove  the  eye  appear 
to  descend  <>v  vanish  doiomoard,  and  horizontal  retreating  lines 

heloio  the  eye  appear  to  ascend  or  vanish 
iipioard.  The  vanishing  point  of  any 
set  of  parallel^  retreating^  horizontal 
lines  is  at  the  level  of  the  eye. 

It  is  necessary  to  remember  that  the 
horizon  line  is  changed  when  the  specta- 
tor's position  is  changed.  This  is  very 
nOticeal)le  when  one  stands  on  a  high  hill 
and  observes  that  the  roof  lines  of  houses 
which  one  is  accustomed  to  see  vanishing 
downward  to  the  level  of  the  eye,  now 
vanish  upward,  since  the  eyes  have  been 
raised  above  the  roofs. 

Ketreating  lines  are  those  which  have 
one  end  nearer  the  eye  than  the  other. 

Exercise  i.  Foreshortened  Planes 
and  Lines.  Cut  from  paper  a  tracing  of 
the  square  tablet,  which  is  a  part  of  the 
set  of  drawing  models,  and  leave  a  pro- 
jecting flap  as  at  A,  Fig.  5.  Paste  the 
flap  on  the  under  side  of  the  slate,  with 
the  edges  of  the  square  parallel  to  the 
edfjes  of  the  slate,  and  trace  the  actual 

Fig.  5.    Slates  with  Square  and     shape  of  the  SquarC. 

Holding  the  slate  vertical  and  so  that 
half  the  square  is  above  and  half  below  me  level  of  the  eye,  tuvn 
the  square  somewhat  away  from  the  slate  and  trace  the  appearance. 
Turn  it  still  farther  and  trace.  Turn  it  so  that  the  surface  disap- 
pears and  becomes  a  line. 
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Trace  a  circular  tablet  and  cut  it  out  of  paper,  leaving  a  flap 
as  at  B,  Fig.  5.  Paste  the  flap  on  tlie  back  of  the  slate,  as  with  the 
square,  and  trace  its  real  appearance.  Turn  tlie  circle  away  at  a 
moderate  angle  and  trace  its  appearance.  Trace  it  as  it  appears  at 
a  greater  angle  and  finally  place  it  so  that  it  appears  as  a  line. 

Try  similar  experiments  with  the  triangle,  the  pentagon,  and 
the  hexagon  and  observe  that  these  exercises  all  show  that  lines 
and  surfaces  under  certain  conditions  appear  less  than  their  true 
dimensions,  and  that  this  diminution  takes  place  as  soon  as  the 
surfaces  are  turned  away  from  the  glass  slate. 

"When  the  square  rests  against  the  slate,  with  the  centers  of 
the  square  and  slate  coinciding,  and  the  slate  held  so  that  half  is 
above  and  half  below  the  horizon  line,  all  four  corners  of  the  square 
will  be  at  equal  distances  from  the  eye  so  that  a  line  from  the  eye 
to  the  center  of  the  slate  and  of  the  square  is  at  right  angles  to  the 
surface  of  the  slate,  the  latter  represents  in  these  experiments  what 
in  scientific  perspective  is  called  the  picture  plane.  Thus  a  sur- 
face or  plane  appears  its  true  relative  dimensions  only  when  it  is 
at  right  angles  to  the  direction  in  which  it  is  seen. 

It  is  for  this  reason  that  it  is  always  necessary  to  arrange  the 
surface  on  which  a  drawing  is  made,  at  right  angles  to  the  eye, 
otherwise  the  surface  and  drawing  upon  it  become  foreshortened; 
that  is,  they  appear  less  than  their  true  dimensions. 

It  is  easy  to  see  from  the  drawing  of  the  foreshortened  square 
in  Fig.  4,  that  of  the  two  equal  and  parallel  lines  a  h  and  c  d  the 
nearer  appears  the  longer,  although  neither  of  the  lines  are  fore- 
shortened as  the  respective  ends  of  each  are  equally  distant  from 
the  eye.     This  illustrates  the  following  rule  : 

Rule  2.     Of  two  equal  and  parallel  lines,  the  nearer  appears 
the  longer.  — 

Exercise  2.  The  Horizontal  Circle.  Hold 
the  circular  tablet  horizontally  and  at  the  level  of 
the  eye.     Observe  that  it  appears  a  straight  line. 

Place  the  tablet  horizontally  on  a  pile  of 

books  about  half  way  between  the  level  of  the 

eye  and  the  level  of  the  table.  Trace  the  appear- 

J  ri  Fig.  6.    Horizontal 

ance  upon  the  slate.  circles. 

Place  the  tablet  on   the  table  and  trace  its  appearance. 
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"While  makincr  both  tracings  the  distance  between  the  eye  and 
the  object,  and  the  eye  and  the  slate  should  be  the  same. 

Hold  the  tablet  at  different  heights  above  the  level  of  the 
eye  and  observe  that  the  ellipse  widens  as  the  height  above  the  eye 
increases.     These  exercises  illustrate  the  following  rules: 

JiuJe  3.  A  horizontal  circle  ajyjpears  a  horizontal  straight 
line  when  it  is  at  a  level  of  the  eye.  When  helow  or  ahove  this 
level  the  horizontal  circle  always  appears  an  ellipse  whose  long 
axis  is  a  horizontal  line. 

Rule  4.  As  the  distance  above  or  below  the  level  of  the  eye 
increases  the  ellipse  appears  to  widen.  The  short  axis  of  any 
ellipse  which  represents  a  horizontal  circle  changes  its  length  as 
the  circle  is  raised  or  loioered.  The  long  axis  is  always  repre- 
sented hy  practically  the  same  length  at  whatever  level  the  circle 
is  seen. 

Place  the  tablet  on  the  table  almost  directly  below  the  eye 
and  trace  its  appearance. 

Move  it  back  to  the  farther  edge  of  the  table  and  trace  it.  It 
will  be  seen  that  where  the  level  of  the  circle  remains  the  same, 
its  apparent  width  changes  with  the  distance  from  the  eye  to  the 
circle. 

Exercise  3.  Parallel  Lines.  Place  the  square  tablet  on  the 
table  li  feet  f  i-om  the  front,  so  that  its  nearest  edge  appears  hori- 

\      zontal;  that  is,  so  that  it  is  at  right  angles  to 

\  the  direction  in  which  it  is  seen.  By  tracing 
\    the  appearance   the  following  rules  are  illus- 

Fig.7.     ParaUel  Lines.      trated: 

Mule  5.  Parallel  retreating  edges  appear  to  vanish,  that 
is,  to  converge  toward  a  point. 

Rule  6.  Parallel  edges  which  are  parallel  to  the  slate,  that 
is,  at  right  angles  to  the  direction  at  which  they  are  seen,  do  not 
appear  to  converge,  and  any  parallel  edges  whose  ends  are  equally 
distant  from  the  eye  appear  actually  parallel. 

Exercise  4.  The  Square.  Place  the  square  tablet  as  in 
Exercise  3,  and  it  will  be  seen  that  two  of  the  edges  are  not  fore- 
shortened but  are  represented  by  parallel  horizontal  lines.  The 
others  vanish  at  a  point  over  the  tablet  on  a  level  with  the  eye. 

Now  place  the  tablet  so  that  its  edges  are  not  parallel  to  those 
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Fig.  8.    Equal  Space 
on  any  Line. 


of  the  desk  and  trace  its  appearance  on  the  slate.  None  of  its 
edges  appear  horizontal,  and  when  the  lines  of  the  tracing  are  con- 
tinued as  far  as  the  slate  will  allow,  the  fact  that  they  all  converge 
will  be  readily  seen ;  the  drawing  illustrates  the  following  rule  : 

Rule  7.  When  one  line  of  a  right  angle  vanishes  toiuard 
the  right,  the  other  line  vanishes  tovmrd  the  left. 

The  drawing  also  shows  that  the  edges  appear  of  unequal 
length  and  make  unequal  angles  with  a  horizontal  line  and  illus- 
trates the  following  rule  : 

Rule  8.  When  two  sides  of  a  square  retreat  at  ^inequal 
angles,  the  one  which  is  more  nearly  parallel  to  the  picture  plane 
(the  slate)  appears  the  longer  and  tnore  nearly  horizontal. 

Exercise  5.  The  Appearance  of  Equal  Spaces  on  Any  Line. 
Cut  from  paper  a  square  of  three  inches  and  draw  its  diagonals. 
Place  this  square  horizontally  in  the  middle  of 
the  back  of  the  table,  with  its  edges  parallel 
to  those  of  the  table,  and  then  trace  its  appear- 
ance and  its  diagonals  upon  the  slate.  (Fig.  8.) 
Note. — The  diagonals  of  a  square  bisect  each 
other  and  give  the  center  of  the  square. 

Compare  thedistance  from  the  nearer  end, 1, of  either  diagonal  to 
the  centerof  the  square,2,with  thatfrom  the  centerof  the  square  to  the 
farther  end  of  the  diagonal,  3,  for  an  illustration  of  the  following  rule; 

Rule  9.  Equal  distances  on  any  retreating  line  appear 
unequal,  the  nearer  of  any  two  appearing  the  longer. 

Exercise  6.  The  Triangle.  Draw  upon  an  equilateral  tri- 
angular tablet  a  line  from  an  angle  to  the  center  of  the  opposite 
side.     (This  line  is  called  an  altitude.) 

Connect  the  triangular  tablet  with  the 
square  tablet,  and  place  them  on  the  table  so 
that  the  base  of  the  triangle  is  foreshortened, 
and  its  altitude  is  vertical.  Trace  the  triangle 
and  its  altitude  upon  the  slate.  The  tracing- 
illustrates  the  fact  that  the  nearer  half  of  a  re- 
ceding line  appears  longer  than  the  farther 
half  (see  Rule  9),  and  also  the  following  rule: 

Rule  10.  The  xLp>per  angle  of  a  vertical  isosceles 
or    equilateral    triangle,    whose     hase    is    horizontal,    appears 


Fig.  9.    The  Triangle. 
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in  <i  i'l  rticol  line  erected  at  the  ■perspective  center  of  the  hase. 

Exercise  7.  The  Prism.  Connect  two  square  tablets  by  a 
rod  to  represiMit  a  cube,  and  bold  the  object  so  that  one  tablet  only 
is  visible,  and  discover  that  it  must  appear  its  real  shape,  A,  Fig.  10. 
This  illustrates  the  following  rule: 

Bide  11.  When  one  face  only  of  a  prism  is  visihle,  it 
appears  its  '>'eal  shape. 

IMace  the  cube  represented  by  tablets  (Fig.  10)  in  the  middle 
of  the  back  of  the  desk,  and  trace  its  appearance.     First,  \vhen  two 


^ 


Fig.  10.    The  Prism. 


faces  only  of  the  solid  would  be  visible  (B);  and,  second,  when 
three  faces  would  be  seen  (C).  These  tracings  illustrate  the  fol- 
lowing rule: 

Ihile  12.  When  two  or  more  faces  of  a  cube  are  seen,  none 
of  them  can  appear  their  real  shapes. 

Place  the  cubical  form  on  the  desk,  with  the  tablets  vertical, 
and  one  of  them  seen  edgewise  (D)  and  discover  that  the  other 
tablet  does  not  appear  a  straight  line.  This  illustrates  the  follow- 
ing rule: 

Hide  13.  Only  one  end  of  a  prism  can  appear  a  straight 
line  at  any  one  time. 

Exercise  8.  The  Cylinder.  Connect  two  circular  tablets  by 
a  2i-inch  stick,  to  represent  the  cylinder.  Hold  the  object  so  that 
one  end  only  is  visible,  and  see  that  it  appears  a  circle  (Fig.  11). 

Place  the  object  on  the  table,  so  that  its  axis  is  horizontal 
but  appears  a  vertical  line,  and  trace  its  appearance.  The  tracing 
illustrates  the  following  rule: 

Hule  14.  When  an  end  and  the  curved  surface  of  a  cylin- 
der are  seen  at  the  same  time,  the  end  must  appear  an  ellipse 
(Fig.  12). 
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Place  the  object  horizontally,  and  so  that  one  end  appears  a 
vertical  line,  and  trace  to  illustrate  the  following  rule: 


Fig.  11.    The  Cylinder- 
Circle. 


Fig.  13.    The  Cylinder- 
Axis  Horizontal. 


Fig.  13.    The  Cylinder— 
One  End  Straight  Line. 


Rule  15.  When  one  end  of  a  cylinder'  appears  a  straUjld 
line.,  the  other  appears  an  ellipse.     {Fig.  13.) 

Place  the  object  upright  on  the  table,  and  trace  its  ends  and 
axis.  Draw  the  long  diameters  of  the  ellipse,  and  discover  that 
they  are  at  right  angles  to  the  axis  of  the  cylinder.  This  illustrates 
the  followincr  rule: 

Hide  16.  The  hases  of  a  vertical  cylinder  appear  horizontal 
ellipses.     The  nearer  hase  alvmys  appears  the  narroii^er  ellipse. 

{Fig.u.) 

Place  the  object  with  its  axis  horizontal  and  at  an  angle,  so 
that  the  surfaces  of  both   tablets  are  visible.     Trace  the  tablets 

and  the  rod,  and  then  draw  the 
long  diameters  of  the  ellipses,  and 
discover  that  they  are  at  right 
angles  to  the  axis  of  the  cylindrical 
form.  The  axes  of  the  ellipses  are 
inclined,  and  the  drawing  illus- 
trates the  following  rules: 

Rule  17.  The  hases  of  a 
"^-A'xis^Horizonti^  ^y^i^^der  appear  ellipses,  whose 
and  at  an  Angle,  ig^^g  diameters  are  at  right  angles 
to  the  axis  of  the  cylinder,  the  nearer  hase  appeal' ing  the  nar- 
rower ellipse. 

Note. — The  farther  end  may  appear  narrower  than  the  nearer, 
but  must  always  appear  proportionally  a  wider  ellipse  than  the 
nearer  end. 


Fig.  14.    The  Cyl- 
inder—Upright. 
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liitle  18.      Vertical  foreshortened  circles  beloto  or  above  the 
level  of  the  eye  appear  ellipses  whose  axes  are  not  vertical  lines, 
liuh'  19.     The  long  axis  of  an  ellipse  representincj  a  ver- 
tical circle  leloio  or  above  the  level  of  the  eye  is  at  right  angles 
to  the  axis  of  a  cylinder  of  which  the  circle  is  an  end. 

Utile  20.  The  elements  of  the  cylinder  appear  to  converge 
in  the  direction  of  the  invisible  end.  This  convergence  is  not 
rt'prefiented  when  the  cylinder  is  vertical. 

Note  I Less  than  half  the  curved  surface  of  the  cylinder  is 

visible  at  any  one  time. 

Note  2. — The  elements  of  the  cylinder  appear  tangent  to  the 
bases  and  must  always  be  represented  by  straight  lines  tangent  to 
the  ellipses  which  represent  the  bases.     When  the  elements  con- 
verge, the  tangent  points  are  not  in  the  long  axes  of  the  ellipses. 
See  Fig.  12,  in  which  if  a  straight  line  tangent 
to  the  ellipse  be  drawn,  the  tangent  points  will 
be  found  above  the  long  axes  of  the  ellipses. 
Fig.  16.  The  cone.  Exercise  9-     The  Cone.     Hold  the  cone  so 

that  its  axis  is  directed  toward  the  eye,  and  the  cone  appears  a 
circle.  Hold  the  cone  so  that  its  base  appears  a  straight  line,  and 
it  appears  a  triangle.     (Fig.  16.) 

Place  a  circular  tablet.  Fig.  17,  having  a  rod 
attached,  to  represent  the  axis  of  the  cone,  so  that  the 
axis  is  first  vertical  and  second  inclined.  Trace  both 
positions  of  the  object,  and  discover  that  the  appear- 
ance of  the  circle  is  the  same  as  in  the  case  of  the 
cylinder.  The  tracings  illustrate  the  following  rule: 
Ride  21.  When  the  base  of  the  cone  appears 
an  ellipse,  the  long  axis  of  the  ellipse  is  perpen- 
Vig.  17.  The     dicular  to  the  axis  of  the  cone. 

with  Rod.  Note  I — More  than  half  the  curved  surface  of 

the  cone  will  be  seen  when  the  vertex  is  nearer  the  eye  than  the 
base,  and  less  than  half  will  be  seen  when  the  base  is  nearer  the  eye 
tlian  the  vertex.  The  visible  curved  surface  of  the  cone  may  range 
from  all  to  none. 

Note  2 — The  contour  elements  of  the  cone  are  represented  by 
straight  lines  tangent  to  the  ellipse  which  represents  the  base,  and 
the  points  of  tangency  are  not  in  the  long  axis  of  this  ellipse. 
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Exercise  lo.  The  Regular  Hexagon.  In  Fig.  18  the  opposite 
sides  are  parallel  and  equal.  The  long  diagonal  A  D  is  parallel  to 
the  sides  B  C  and  E  F,  and  it  is  divided  into  four  equal  parts  by 
the  short  diagonals  B  F  and  C  E,  and  by  the  long  diagonals  B  E 
or  C  F. 


Fig.  18.    Hexagon. 


Fig.  19.    Hexagon. 


The  perspective  drawing  of  this  figure  will  be  corrected  by 
giving  the  proper  vanishing  to  the  different  sets  of  parallel  lines, 
and  by  making  the  divisions  on  the  diagonal  A  D  perspectively 
equal. 

Draw  the  long  and  short  diagonals  upon  a  large  hexagonal 
tablet.  Place  this  tablet  in  a  horizontal  or  vertical  position,  Fig, 
19,  and  then  trace  upon  the  slate  its  appearance  and  the  lines  upon 
it.     The  tracing  illustrates  the  following  rule: 

Jiule  22.  In  a  correct  draiving  of  the  regular  hexagon,  any 
long  diagonal  when  intersected  hy  a  long  diagonal  andttvo  short 
diagonals,  will  he  divided  into  four  equal  jMrts. 

Exercise  II.  The  Center  of  the  Ellipse  Does  Not  Represent 
the  Center  of  the  Circle.  Cut  from  paper  a  square  of  three  inches, 
after  having  inscribed  a  circle  in  the  square.  Draw  the  diameters 
of  the  square  and  then  place  the  square  horizontally  at  the  middle 


mm 


Fig.  20.    Center  of  Circle  not 
Center  of  Ellipse. 


Fig.  31.    Concentric  Circles. 


of  the  back  of  the  table,  with  its  edges  parallel  to  those  of  the  table. 
Trace  the  square,  its  diameters,  and  the  inscribed  circle,  upon  the 
slate.  The  circle  appears  an  ellipse,  and  as  the  long  axis  of  an 
ellipse  bisects  the  short,  it  is  evident  that  it  must  come  below  the 
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center  of  the  square,  and  we  discover  that  the  center  of  the  ellipse 
does  not  represent  the  center  of  the  circle,  and  that  the  diameter  of 
the  circle  appears  shorter  than  a  chord  of  the  circle. 

Exercise  12.  Concentric  Circles.  Cut  a  4:-inch  square  from 
practice  paper,  and  draw  the  diagonals.  With  the  center  of  the 
s(iuare  as  center  draw  two  concentric  circles,  4  inches  and  2  inches 
in  diameter. 

Place  the  card  horizontally  upon  the  table,  as  illustrated,  and 
trace  its  appearance  upon  the  slate,  together  with  all  the  lines 
drawn  upon  it. 

Draw  the  vertical  line  which  is  the  short  axis  of  both  ellipses. 
Bisect  the  short  axis  of  the  outer  ellipse,  and  draw  the  long  axis 
of  this  ellipse.  Bisect  the  short  axis  of  the  inner  ellipse,  and  draw 
its  long  axis.  It  will  be  seen  that  the  long  axes  are  parallel  but 
do  not  coincide,  and  that  both  are  in  front  of  the  point  which  rep- 
resents the  center  of  the  circles. 

Each  diameter  of  the  larger  circle  is  divided  into  four  equal 
parts.  The  four  equal  spaces  on  the  diameter  which  forms  the 
short  axis  appear  unequal,  according  to  Rule  9.  The  diameter 
which  is  parallel  to  the  long  axes  of  the  ellipses  has  four  equal 
spaces  upon  it,  and  they  appear  equal.  This  diameter  is  behind 
the  long  axes,  but  generally  a  very  short  distance;  and  in  practice, 
if  the  distance  1  2  between  the  ellipses  measured  on  the  long  axis 
is  one-fourth  of  the  entire  long  axis,  then  the  distance  between  the 
ellipses  measured  on  the  short  axis  must  be  a  perspective  fourth 
of  the  entire  short  axis.     This  illustrates  the  following  rule: 

Rule  23.  Foreshortened  concentriG  circles  appear  ellipses 
whose  sho7't  axes  coincide.  The  distance  between  the  ellipses  on 
the  short  axis  is  perspectively  the  same  proportion  of  the  entire 
short  axis,  as  the  distance  between  the  ellipses  measured  on  the 
long  axis,  is  Geometrically  the  same  proportion  of  the  entire 
long  axis. 

Exercise  13.  Frames.  In  the  frames  are  found  regular  con- 
centric polygons  with  parallel  sides,  the  angles  of  the  inner  poly- 
gons being  in  straight  lines  connecting  the  angles  of  the  outer 
polygon  with  its  center.  In  polygons  having  an  even  number  of 
sides,  the  lines  containing  the  angles  of  the  polygons  form  diagon- 
als of  the  figure,  as  in  the  square. 
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In  polygons  having  an  odd  number  of  sides,  the  lines  con- 
taining the  angles  of  the  polygon  are  perpendicular  to  the  sides 
opposite  the  angles,  as  in  the  triangle. 

Draw  upon  large  triangular  and  square  tablets  the  lines 
shown  in  Fig.  22.  Place  the  tablets  horizontally  on  the  table,  or 
support  them  vertically,  and  trace  upon  the  slate  the  appearance 


H 


Fig.  23.    Frames. 


of  the  edges  and  all  the  lines  drawn  upon  them.  The  tracings 
illustrate  the  following;  rule: 

Rule  24.  In  representing  the  regular  frames,  the  angles 
of  the  inner  figure  must  he  in  straight  lines  passing  from  the 
angles  of  the  outer  figure  to  the  center.  These  lines  are  alti- 
tudes or  diagonals  of  the  polygons. 

20.  After  making  the  tracings  described  in  the  foregoing 
exercises,  draw  (not  trace)  freehand  on  the  slate  the  various  tab- 
lets, arranged  to  illustrate  each  one  of  the  exercises.  This  is  really 
drawing  from  objects,  and  where  the  rods  are  used  to  connect  the 
tablets  the  figures  are  equivalent  to  geometric  solids.  After  the 
proportions  of  the  surfaces  are  correctly  indicated,  lines  connect- 
ing the  corresponding  corners  of  the  tablets  should  be  drawn  to 
complete  the  representation  of  solid  figures.  The  lines  indicating 
the  rods  and  those  lines  which  in  a  solid  form  would  naturally  be 
invisible,  maybe  erased.  By  the  use  of  the  three  rods  of  different 
lengths,  three  figures  of  similar  character  but  different  proportions 
may  be  obtained.  These  should  each  be  drawn,  but  each  in  a  dif- 
ferent position. 

The  following  directions,  which  are  based  on  general  prin- 
ciples, apply  to  all  drawing  whether  from  objects  or  from  the  flat, 
for  work  in  pencil  or  in  any  other  medium;  drawing  from  another 
drawing,  a  photograph  or  a  print,  whether  at  the  same  size  or 
larger,  is  called  working  from  the  flat. 
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21.  General  Directions  for  Drawing  Objects.  First  observe 
ciirefnlly  the  whole  mass  of  the  object,  its  general  proportions  and 
the  direction  of  lines  as  well  as  the  width  of  the  angles.-  Then 
sketch  the  outlines  rapidly  with  very  light  lines,  and  take  care  that 
all  corrections  are  made,  not  by  erasing  but  by  lightly  drawing 
new  lines  as  in  Fig.  23.  By  working  in  this  manner  much  time 
is  saved  and  the  drawing  gains  in  freedom.  Where  the  drawing 
is  kept  down  to  only  one  line  which  is  corrected  by  erasure,  the 

line  becomes  hard  and  wiry,  and 
there  is  a  tendency  to  be  satisfied 
with  something  inaccurate  rather 
than  erase  a  line  which  has  taken 
much  time  to  produce.  There  is 
always  a  difficulty  at  first  in  draw- 
ing lines  light  enough,  and  it  is 
well  for  the  beginner  to  make  the 
first  trial  lines  with  a  rather  hard 
pencil.  Practice  until  the  habit  of 
sketching  lines  lightly  is  fixed. 
The  ideal  is  to  be  able  to  set  down 
exact  proportions  at  the  first  touch. 
This,  however,  is  attained  by  com- 
paratively few  artists,  and  only 
after  long  study,  but  the  student 
will  soon  find  himself  able  to  ob- 
tain correct  proportions  with  only  a  few  corrections. 

22.  It  cannot  be  too  strongly  emphasized  that  the  student 
must  teach  himself  to  regard  the  subject  he  is  depicting,  as  a  whole, 
and  to  put  down  at  once  lines  that  suggest  the  outline  of  the 
whole.  This  he  will  find  contrary  to  his  inclination,  which  with 
the  beginner  is  always  to  work  out  carefully  one  par1>of  the  draw- 
ing before  suggesting  the  whole. 

There  are  two  objections  to  this  ;  in  the  first  place,  much  time 
having  been  spent  on  one  part,  it  is  almost  inevitable  that  the  addi- 
tion of  other  portions  reveals  faults  in  the  completed  part,  and  un- 
necessary time  is  consumed  in  correcting.  The  second  objection  is 
that  a  drawing  made  piecemeal  is  sure  to  have  a  disjointed  look, 
even  if  the  details  are  fairly  accurate  in  their  relative  proportions. 


Fig.  23.    Blocking  in  Trial  Lines. 
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The  idea  of  unity  is  lost  and  some  one  detail  is  apt  to  assume  un- 
due importance,  instead  of  all  details  being  subordinated  to  the 
general  effect  of  the  whole.  It  is  always  most  important  to  state 
the  general  truths  about  the  subject  rather  than  small  particular 
truths,  which  impair  the  general  statement.  This  applies  particu- 
larly to  small  variations  in  the  outline  which  should  be  omitted 
until  the  big  general  direction  or  shape  has  been  established. 

23.  Where  an  outline  drawing  is  desired,  after  the  correct 
lines  have  been  found,  they  should  be  made  stronger  than  the 
others  and  then  all  trial  lines  erased.  In  doing  this  the  eraser  will 
usually  remove  much  of  the  sharpness  of  the  correct  lines  so  that 
only  a  faint  indication  of  the  desired  result  remains.  These  should 
be  strengthened  again  with  a  softer  pencil  and  each  line  produced, 
as  far  as  possible,  directly  with  one  touch  ;  in  the  case  of  curves 
and  very  long  lines,  breaking  the  line  and  beginning  a  new  one  as 
near  as  possible  to  the  end  of  the  previous  line,  but  taking  care 
that  the  lines  do  not  lap. 

As  soon  as  the  student  has  acquired  some  proficiency  in  draw- 
ing the  single  figures  made  from  the  tablets,  groups  of  two  or 
three  objects  should  be  attempted.  Combinations  of  books  or  boxes 
with  simple  shapes,  or  vases,  tumblers,  bowls  and  bottles  wnll  illus- 
trate most  of  the  principles  involved  in  freehand  perspective. 
Outline  sketches  may  be  made  on  the  slate  first  and  tested  in  the 
usual  way,  and  afterward  the  same  group  may  be  drawn  larger  on 
paper.  The  chief  difiiculty  in  drawing  a  group  is  to  obtain  the  rela- 
tive proportions  of  the  different  objects.  There  is  the  same  objec- 
tion to  completing  one  object  and  then  another  as  there  is  to 
drawing  a  single  object  in  parts.  The  whole  group  must  be  sug- 
gested at  once.  This  can  best  be  done  by  what  is  called  blocking 
in,  by  lines  which  pass  only  through  the  principal  points  of  the 
group.  The  block  drawing  gives  hardly  more  than  the  relative 
height  and  width  of  the  entire  group  and  the  general  direction  of 
its  most  important  lines.  But  if  these  are  correct,  the  subdivision 
of  the  area  within  into  correct  proportions  is  not  difticult.  The 
longer  and  more  important  lines  of  the  parts  are  indicated  and 
short  lines  and  details  lost. 

24.  Testing  Drawings  by  Measurement.  In  drawings  which 
are  not  made  on  the  slate  the  following  method  of  testing  propor- 
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tions  is  usual.     With  the  arm  stretched  forward  to  its  greatest 
leno-th,  hold  the  pencil  upright  so  that  its  unsharpened  end  is  at 
the  top.    Move  it  until  this  end  coincides  with  the  uppermost  point 
of  the  object.     Holding  it  fixed  and  resting  the  thumb  against  the 
])encil,  move  the  thumb  up  and  down  until  the  thumb  nail  marks 
the  lowest  point  of  the  object.     The  distance  measured  off  on  the 
jiencil  represents  the  upright  dimension.     Holding  the  pencil  at 
exactly  the  same  distance  from  the  eye,  turn  it  until  it  is  horizon- 
tal and  the  end  of  the  pencil  covers  the  extreme  left  point  of  the 
object.     Should  the  height  and  width  be  equal,  the  thumb  nail 
would  cover  the  extreme  right  edge  of  the  object.     If  the  width  is 
greater  than  the  height,  use  the  height  as  a  unit  of  measurement 
and  discover  the  number  of  times  it  is  contained  in  the  width. 
Always  use  the  shorter  dimension  as  the  unit  of  measurement. 
The  accuracy  of  the  test  demands  that  the  pencil  should  be  at  ex- 
actly the  same  distance  from  the  eye  while  comparing  the  width 
and  height.     In  order  to  insure  this,  the  arm  must  not  be  bent  at 
the  elbow  and  must  be  stretched  as  far  as  possible  without  turning 
the  body,  which  must  not  move  during  the  operation.     The  dis- 
tance from  the  eye  to  the  object  must  not  change  during  the  test, 
and  the  position  of  the  eye  and  body  is  first  fixed  by  leaning  the 
shoulders  firmly  against  the  back  of  the  chair  and  keeping  them  in 
that  position  while  the  test  is  taking  place.     It  is  equally  impor- 
tant in  both  the  upright  and  horizontal  measurement  that  the  pen- 
cil be  held  exactly  at  right  angles  to  the  direction  in  which  the 
object  is  seen;  i.e.,  at  right  angles  to  an  imaginary  line  from  the 
eye  to  the  center  of  the  object.    In  either  position  the  two  ends  of 
the  pencil  will  be  equally  distant  from  the  eye.     The  test  should 
be  made  several  times  in  order  to  insure  accuracy,  as  there  is  sure 
to  be  some  slight  variation  in  the  distances  each  time.     Avoid  tak- 
ing measurements  of  minor  dimensions,  as  the  shorter  the  distances 
measured  the  more  inaccurate  the  test  becomes.    At  the  best  meas- 
urements obtained  in  this  way  are  only  approximately  correct,  and 
too  much  care  cannot  be  taken  in  order  to  render  the  test  of  use. 
Applied  carelessly,  the  test  is  not  only  valueless,  but  thoroughly 
misleading.    When  there  is  any  great  conflict  between  the  appear- 
ance of  the  object  and  the  drawing  after  it  has  been  corrected  by 
the  test,  it  is  often  safe  to  assume  some  mistake  in  applying  the 
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test  and  to  trust  the  eye.  In  such  a  case  the  test  may  be  tested  by 
the  nse  of  the  slate.  A  few  lines  and  points  will  be  sufficient  to 
indicate  the  width  and  height  on  the  slate,  and  the  relative  propor- 
tions can  then  be  calculated. 

The  plumb-line  affords  another  method  of  testing.  A  thread 
or  a  string  with  any  small  object  for  a  weight  attached  to  one  end, 
is  sufficient.  Hold  the  string  so  that  it  hangs  vertical  and  motion- 
less, and  at  the  same  time  covers  some  important  point  in  the  ob- 
ject. By  looking  up  and  down  the  line  the  points  directly  over  and 
under  the  given  jwint  can  be  determined  and  the  relative  distances 
of  other  important  points  to  the  right  and  left  can  be  calculated. 
The  plumb-line  will  also  determine  all  the  vertical  lines  in  the 
object  and  help  to  determine  divergence  of  lines  from  the  vertical. 

A  ruler,  a  long  rod,  or  pencil  held  in  a  perfectly  horizontal 
position  is  also  of  assistance  in  determining  the  width  of  angles 
and  divergences  of  lines  from  the  horizontal. 

25.  Misuse  of  Tests.  The  use  of  tests  may  easily  be  per- 
verted and  become  mischievous.  Since  the  object  of  all  draw- 
ing is  to  train  the  hand  and  eye,  it  follows  naturally  that  the  more 
the  student  relies  upon  tests  the  less  will  he  depend  upon  his  per- 
ceptions to  set  him  right,  and  the  less  education  will  he  be  giving 
to  his  perceptions.  There  is  no  greater  mistake  for  a  student  than 
to  use  the  measuring  test  before  making  a  drawing.  Spend  any 
amount  of  time  in  calculating  relative  proportions  by  the  eye,  but 
put  these  down  and  correct  them  by  the  eye,  not  once  but  many 
times  before  resorting  to  tests.  All  the  real  education  in  drawing 
takes  place  before  the  tests  are  made.  Let  the  student  remember 
that  the  tests  may  help  him  to  make  an  accurate  drawing,  but  they 
will  never  make  him  an  accurate  draftsman  in  the  true  sense, 
Nothing  but  training  the  eye  to  see  and  the  hand  to  execute 
what  the  eye  sees,  will  do  that.  When  the  student  has  reached 
the  end  of  his  knowledge,  has  corrected  by  the  eye  as  far  as  he 
can,  then  by  applying  tests  he  is  enabled  to  see  how  far  his  percep- 
tions have  been  incorrect.  That  is  the  only  educational  value  of 
the  test.  Merely  to  make  an  accurate  drawing  with  as  little  men- 
tal effort  as  possible,  relying  upon  test  measurements,  requires 
considerable  practice  and  skill  in  making  the  tests,  but  gives  Tery 
little  practice  or  training  in  drawing. 
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26.  Light  and  Shade.  Objects  in  nature,  as  before  explained, 
detach  themselves  from  each  other  by  their  differences  in  color  and 
in  licrht  and  sliade.  > 

In  drawing  -without  color,  artists  have  always  allowed 
themselves  a  vei'y  wide  range  in  the  amount  of  light  and  shade 
employed,  extending  from  drawing  in  pure  outline  up  to  the 
representation  of  exact  light  and  shade,  or  of  true  values,  as  it  is 
called. 

Drawings  which  contain  light  and  shade  may  be  divided  into 
two  classes:  Form  drawing,  which  is  from  the  point  of  view  of 
the  draftsman,  and  value  drawing,  which  is  from  the  point  of  view 
of  the  painter. 

27.  Form  Drawing.  In  form  drawing  the  chief  aim,  as  the 
name  implies,  is  to  express  form  and  not  color  and  texture.  In 
order  to  do- this,  shadows  and  cast  shadows  are  indicated  only  as 
far  as  they  help  to  express  the  shape.  This  is  the  kind  of  drawing 
practiced  by  most  of  the  early  Italian  masters,  and  it  has  been 
called  the  Florentine  method.  It  is  often  a  matter  of  careful  out- 
line with  just  enough  shadow  included  to  give  a  correct  general 
impression  of  the  object.  There  is  usually  little  variety  in  the 
shadow  and  no  subtle  graduations  of  tone,  but  the  shadows  are 
indicated  with  sufficient  exactness  of  shape  to  describe  the  form 
clearly.  Form  drawing  is  a  method  of  recording  the  principal 
facts  of  form  with  rapidity  and  ease  and  of  necessity  deals  only 
with  large  general  truths.  Perhaps  its  most  distinguishing  feature 
is  that  it  does  not  attempt  to  suggest  the  color  of  the  form. 

28.  Value  Drawing.  The  word  value  as  it  is  used  in  draw- 
ing is  a  translation  from  the  French  w^ord  valeur,  and  as  used  by 
artists  it  refers  to  the  relations  of  light  and  dark. 

Value  drawing  represents  objects  exactly  as  we  see  them  in 
nature;  that  is,  not  as  outline,  but  as  masses  of  lights  and  darks. 
In  value  drawing  the  artist  reproduces  w^ith  absolute  truth  the  dif- 
ferent degrees  of  light  and  shade.  While  form  drawing  suggests 
relief,  value  drawing  represents  it,  and  it  also  represents  by  trans- 
lating them  into  their  corresponding  tones  of  gray,  the  values  of 
color.  In  form  drawing,  a  draftsman  representing  a  red  object 
and  a  yellow  one,  would  be  satisfied  to  give  correct  proportions 
and    outlines  with  one   or  two    principal   shadows,  while  a  value 
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drawing  of  the  same  objects  would  show  not  only  the  relation  of 
the  shadows  as  they  are  in  nature,  but  also  the  further  truth  that 
the  red  object  was  as  a  whole  darker  than  the  yellow  one.  The 
light  side  of  the  red  object  might  even  be  found  to  be  darker  in 
value  or  tone  than  the  shadow  side  of  the  yellow  form. 

29.  Values.  Drawing  has  been  called  the  science  of  art, 
but  artists  have  rarely  approved  the  introduction  of  scientific 
methods  in  the  study  of  drawing,  fearing  lest  the  use  of  formulas 
should  lead  to  dull  mechanical  results.  Students  are  left  to  discover 
methods  and  formulas  of  their  own.  It  is  true  that  every  success- 
ful draftsman  or  artist  has  a  method  which  he  has  worked  out  for 
himself,  but  he  usually  feels  it  to  be  so  much  a  matter  of  his  own 
individuality,  that  he  is  reluctant  to  impose  it  on  students,  who  are 
likely  to  confound  what  is  a  vital  principle  w^ith  a  personal  man- 
nerism, and  by  imitation  of  the  latter  injure  the  quality  of  personal 
expression  which  is  so  important  in  all  creative  work.  So  there  is 
an  inclination  among;  drawing-  teachers  to  distrust  anything-  which 
tends  even  to  formulate  the  principles  of  drawing.  Recently  there 
has  been,  however,  a  distinct  advance  in  the  study  of  these  prin- 
ciples, under  the  leadership  of  Dr.  Denman  W.  Ross,  of  Harvard 
University,  who  has  made  it  possible  for  the  first  time  to  sjDeak 
with  exactness  of  colors  and  values.  As  Dr.  Ross  has  permitted 
the  use  of  his  valuable  scale  in  this  text  book,  it  will  greatly  assist 
in  making  tangible  and  clear,  what  would  otherwise  be  obscure 
and  difficult  to  explain. 

The  word  values  as  used  in  the  text  book  refers  entirely  to 
relations  of  light  and  dark.  For  instance,  the  value  of  a  given  col- 
or, is  represented  by  a  tone  of  gray  which  has  the  same  density  or 
degree  of  light  and  dark  that  the  color  has.  The  value  of  a  spot  of 
red  paint  on  a  white  ground  is  expressed  by  a  spot  of  gray  paint 
which  appears  as  dark  on  the  white  ground  as  does  the  red  paint, 
but  from  w^hich  the  color  principle  has  been  omitted.  A  good  pho- 
tograph of  a  colored  picture  gives  the  values  of  the  picture.  A  poor 
photograph,  on  the  contrary,  distorts  the  values  and  blues  are  often 
found  too  light,  while  reds  and  yellows  will  be  too  dark  to  truth- 
fully express  the  values  of  the  original  color. 

30.  The  Value  Scale.  All  possible  values  which  can  be  rep- 
resented in  drawing,  lie  between  the  pure  whites  of  paper  or  pig- 
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ments  and  the  pure  black  of  pen- 
cil, ink,  or  other  pigments.  In 
order  to  think  or  speak  precisely 
of  the  great  range  of  values  be- 
tween black  and  white,  it  is 
necessary  that  they  shall  be  clas- 
sified in  some  way.  It  is  not 
sufiicient  to  say  that  a  given 
shadow  is  light,  or  medium,  or 
dark  in  value.  Dr.  Ross  has 
overcome  the  difiiculty  by  ar- 
ranging a  value  scale  of  nine 
equal  intervals,  which  covers  the 
whole  range  from  pure  white  to 
pure  black.  Each  interval  has 
its  appropriate  designation  and 
a  convenient  abbreviation.  This 
scale  affords  a  practical  working 
basis  for  the  study  of  values.  It 
is  evident  that  while  the  indi- 
vidual scale  does  not  include  all 
possible  values,  it  can  readily  be 
enlarged  indefinitely  by  intro- 
ducing values  between  those  of 
the  scale  as  described.  As  a 
matter  of  fact,  any  differences  in 
value  that  might  come  between 
any  two  intervals  of  the  scale 
would  rarely  be  represented,  as 
it  is  the  practice  in  drawing  to 
simplify  values  as  much  as  pos- 
sible; that  is  to  consider  the 
general  value  of  a  mass,  rather 
than  to  cut  it  up  into  a  number 
of  slightly  varying  tones  which 
are  not  necessary  for  expressing 
anything  of  importance  in  the 
object. 
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EXAMPLE  OF  FREEHAND  PEN-AND-INK  RENDERING  AND  LIGHT  WASHES 

Composition  and  Drawing  by  Otto  Rieth,  Architect,  Berlin,  Germany 
Reproduced  from  "Architekton  Skizzen,"  Otto  Rieth. 
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31.  How  to  Make  a  Value  Scale.  Fig.  24  shows  a  value 
scale  with  the  names  of  the  intervals  and  their  abbreviations.  In 
making  a  value  scale  the  student  should  work  in  pencil,  confining 
each  interval  within  a  circle  three-quarters  of  an  inch  in  diameter. 
White  will  be  represented  by  the  white  paper  with  a  circle  penciled 
about  it,  Black  (B)  and  white  (W)  should  be  established  first, 
then  the  middle  value  (M),  light  (L)  and  dark  (D);  afterward  the 
remaining  values,  low  light  (LL),  high  light  (HL),  low  dark  (LD) 
and  high  dark  (HD). 

32.  How  to  Use  a  Value  Scale.  When  the  objects  to  be 
drawn  are  neutral  in  color,  that  is,  are  black,  white,  or  gray,  the 
relative  values  are  perceived  without  special  difiiculty.  When  the 
objects  are  in  color,  the  draftsman  is  obliged  to  translate  the  color 
element  into  terms  of  light  and  dark. 

In  order  to  determine  the  value  of  any  surface,  it  is  a  help  to 
compare  the  surface  with  a  piece  of  w^hite  paper  held  in  such  a  way 
that  it  receives  the  greatest  amount  of  light.  It  not  infrequently 
happens  that  two  surfaces  quite  different  in  color  will  be  of  exactly 
the  same  value.  The  student  should  make  a  practice  of  observing 
the  relative  values  of  things  about  him,  eveji  v;'ben  he  is  not  engaged 
in  drawing. 

■  Place  a  sheet  oEw^hite  paper  in  the  sunlight  as  it  falls  through 
a  window  and  compare  its  value  with  that  of  white  paper  further 
in  the  room  and  outside  of  the  sunlight.  Try  a  similar  experiment 
with  black.  These  merely  show  what  everyone  may  suppose  that 
he  knows  already — that  the  less  light  a  surface  receives  the  darker 
value  it  appears  to  have.  As  a  matter  of  fact,  beginners  are  more 
ready  to  accept  this  truth  with  regard  to  color  than  they  are  when 
it  relates  to  black  and  white. 

An  instructive  way  of  studying  values  is  to  look  through  a 
closed  window  and  compare  the  values  of  forms  outside  to  the  value 
of  the  window  sash.  Even  when  the  sash  is  painted  white,  it  will 
often  be  observed  to  appear  darker  than  any  shadow  out  of  doors. 

SS.  General  Directions  for  Di'awing  the  Examination 
Plates.  The  examination  plates  are  planned  to  give  as  great  a 
variety  to  the  style  of  drawing  as  possible.  The  architect  is  called 
upon  to  use  freehand  drawing  in  two  general  w^ays ;  to  make  work- 
ing drawings  of  ornament,  either  painted  or  carved,  and  to  make. 
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tor  reference,  sketches  or  notes,  more  or  less  elaborate,  from  orna- 
iiK'nt  already  in  existence,  or  from  buildings  eitlier  entire  or  in 
part,  as  well  as  from  their  landscape  setting.  This  course  will  not 
include  drawing  of  architecture  and  landscape. 

In  making  a  working  drawing  of  ornament  every  shape  and 
curve  should  be  drawn  to  perfection,  with  clean,  careful  lines,  in 
order  that  there  shall  be  no  opportunity  for  the  craftsman  who 
executes  the  work  to  interpret  it  differently  from  the  designer's 
intention.  Light  and  shade  are  used  sparingly  as  the  exact 
amount  of  relief  is  indicated  by  sections. 

In  making  sketches  or  notes,  while  proportions  must  be  accu- 
rately studied,  form  may  be  suggested  by  a  much  freer  quality  of 
line.  In  a  working  drawing  light  and  shade  may  be  merely  indi- 
cated or  maybe  carried  to  any  degree  of  elaboration.  The  natural 
way  of  teaching  this  kind  of  drawing  is  to  work  from  the  objects 
themselves  or  from  casts.  This  is  not  possible  in  a  correspondence 
course,  but  all  the  principles  of  sketching  may  be  very  well  taught 
by  drawing  from  photographs  of  ornament,  and  this  method  has 
some  decided  advantages  of  its  own  for  a  beginner.  The  light 
and  shade  in  the  photograph  are  fixed,  while  in  sketching  objects 
out  of  doors  it  changes  constantly,  and  even  indoors  is  subject  to 
some  fluctuation;  and  then,  in  the  photograph  the  object  is  more 
isolated  from  its  surroundings  and  so  is  less  confusing  to  perceive. 

In  order  to  train  the  sense  of  proportion  as  thoroughly  as  pos- 
sible, the  plates  are  to  be  executed  on  a  much  larger  scale  than  the 
examples,  but  at  no  fixed  scale.  Plan  each  drawing  to  be  as  large  as 
possible,  where  no  dimensions  are  given,  but  do  not  allow  any  point 
in  the  drawing  to  approach  nearer  than  one  inch  to  the  border  line. 

34.  Varieties  of  Shading.  In  drawing  in  pen  and  ink,  all 
effects  of  shadow  are  made  by  lines,  and  different  values  are  ob- 
tained by  varying  the  width  of  lines,  or  of  the  spaces  between  the 
lines,  or  by  both.  In  any  case  the  integrity  of  each  line  must  be 
preserved  and  there  can  be  very  little  crossing  or  touching  of  shade 
lines,  as  that  causes  a  black  spot  in  the  tone  unless  lines  cross  each 
other  systematically  and  produce  cross  hatching.  With  the  pen- 
cil, however,  owing  to  its  granular  character  one  may  produce  a 
tone  without  any  lines;  a  tone  made  up  of  lines  which  by  touching 
or  overlapping  produce  a  soft,  blended  effect,  in  which  the  general 
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direction  of  the  strokes  is  still  visible,  or  a  tone  made  up  of  pure 
lines  as  in  pen  work.  In  general  it  does  not  matter  so  much,  as 
in  pen  drawing,  if  lines  touch  or  overlap.  Indeed,  the  natural 
character  of  the  pencil  line  leads  to  a  treatment  which  includes 
both  pure  lines  and  more  or  less  blended  effects. 

35.  Directions  of  Shade  Lines.  It  is  always  a  very  impor- 
tant matter  to  decide  what  direction  shade  lines  shall  take.  While 
it  is  impossible  to  give  rules  for  it,  a  good  general  principle  is  to 
make  the  direction  of  the  lines  follow  the  contours  of  the  form. 
The  easiest  and  simplest  method  is  to  make  all  the  lines  upright. 
This  method  is  a  very  popular  one  with  architects.  The  objec- 
tions to  it  are  monotony  and  a  lack  of  expression,  but  it  is  certainly 
a  vei*y  safe  method  and  far  preferable  to  one  where  desire  for 
variety  has  been  carried  too  far  and  lines  lead  the  eye  in  a  great 
number  of  different  directions  which  contradict  the  general  lines 
of  the  surface  or  form,  A  natural  treatment  is  to  adapt  the  direc- 
tion of  lines  to  the  character  of  the  surface  represented;  that  is,  to 
treat  curved  surfaces  with  curving  lines  and  flat  planes  with 
straight  lines,  and  in  general,  lines  may  very  well  follow  either 
the  contours  or  the  surfaces  of  the  form.  In  that  way  variety  is 
obtained  and  the  direction  of  the  shading  helps  to  express  the  char- 
acter of  the  thing  represented.  This  principle  must,  however,  be 
modified  when  it  leads  to  the  introduction  of  violently  opposing 
sets  of  lines.  Abrupt  transitions  must  be  avoided  and  the  change 
from  one  direction  to  another  must  be  accomplished  gradually. 

Where  a  large  surface  is  to  receive  a  tone,  the  tone  can  best 
be  made  by  a  series  of  rather  short  lines  side  by  side  with  succeed- 
ing series  juxtaposed.  The  lengths 
of  the  lines  in  each  of  the  series  must 
vary  considerably  in  order  that  the 
breaks  in  the  lines  may  not  occur  in 
even  rows,  producing  lines  of  white 

Pli^l^      I  I  "^^^  crossing  of   one  system  of 

•|   sl  ^?       ■  parallel    lines  by  another   system   is 

Fig.  25.    Method  of  Breaking  Lines  ^^     ^  i_    ^   i_ • fnv  •  ,1      j 

Covering  a  Large  Surface.  Called    CroSS  hatching.        ihlS  method 

probably  originated  in  copperplate  engraving,  to  which  it  is  very 
well  adapted,  especially  as  a  means  of  modifying  and  deepening 
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tones.  It  also  changes  and  breaks  up  the  rather  stringy  texture 
produced  by  a  succession  of  long  parallel  lines.  It  has  now  become 
somewhat  obsolete  as  a  general  method  for  pen  or  pencil  drawing, 
lari^ely  because  the  result  looks  labored,  for  it  is  always  desirable 
to  jtroduce  effects  more  simply  and  directl ,',  that  is,  with  one  set 
of  lines  instead  of  two  or  more.  If  the  tone  madp  "ry  one  set  of 
lines  needs  darkeninn;.  jt  is  now  more  usual  to  go  over  the  first  tone 
with  another  set  of  lines  in  the  same  direction. 

A  great  many  drawings  have  been  made  with  shade  lines  ail 
in  a  diagonal  direction,  but  this  is  open  to  serious  objection  and 
should  be  avoided.  A  diagonal  line  is  always  opposed  to  the  prin- 
ciple of  gravitation,  and  tends  to  render  objects  unstable  and  give 
them  the  appearance  of  tilting.  It  is  often  desirable  to  begin  a 
tone  with  diagonal  lines  which,  however,  should  gradually  be  made 
to  swing  into  either  an  upright  or  horizontal  direction. 
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Materials  Required.  One  WoUffs  solid  ink  black  pencil;  one  F  pencil;  one  HB 
pencil;  two  dozen  sheets  of  paper  (same  as  practice  paper  of  other  courses,  but  to  be  used 
for  examination  sheets  in  this) ;  one  red  soft  rubber;  one  medium  rubber— green  or  red, 
with  wedge  ends ;  one  drawing  boai-d ;  six  thumb  tacks ;  one  box  natural  drawing  models ; 
one  Cross  slate;  one  Cross  pencil;  one-half  dozen  sheets  of  tracing  paper. 

After  the  preliminary  practice  with  straight  lines  and  curves  the  student  may  pro- 
ceed to  execute  Plates  I  and  II. 


PLATE  I. 


The  principal  dimensions  in  inches  are  indicated  on  the  model 
plate.  All  dimensions  and  proportions  should  however  be  determined 
by  the  eye  alone.  ^Measurements  may  be  used  as  a  test  after  the 
squares  are  laid  in.  The  figures  on  the  left  should  be  executed  first, 
in  order  to  avoid  rubbing  by  the  hand  and  sleeve. 

Figs.  1,  2,  3,  4,  5  are  motives  from  Egyptian  painted  decoration. 
Figs.  1,  2,  4  and  5  are  all  derived  from  or  suggested  by  patterns  pro- 
duced by  plaiting  or  wearing.  The  borders  of  Fig.  3  are  derived 
from  bundles  of  reeds  bound  together. 

As  all  the  figures  are  large  and  simple,  they  should  be  executed 
with  a  rather  wide  line  drawn  with  the  F  pencil.  Draw  the  construc- 
tion lines  on  this  and  on  all  other  plates  where  they  are  necessary,  so 
lightly  that  they  can  be  perfectly  erased  without  leaving  any  indenta- 
tion in  the  paper.  After  the  construction  lines  are  drawn  out  in  Figs. 
4  and  5,  strengthen  the  lines  of  the  pattern.  In  erasing,  much  of  the 
pattern  will  be  removed.  This  time  go  over  each  line  with  a  single 
stroke  of  the  solid  ink  pencil.  Do  not  turn  the  paper  in  drawing 
diagonal  and  vertical  lines.  They  are  given  especially  to  train  the 
hand  to  execute  such  lines.  By  turning  the  paper  the  exercise  be- 
comes one  of  drawing  horizontal  lines,  which  are  the  least  difficult. 

Fig.  6  is  the  skeleton  of  a  very  common  type  of  ornament  con- 
sisting of  curved  lines  radiating  from  a  point  at  the  base,  on  either  side 
of  a  central  axis. 
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PLATE  I. 
Motives  of  Common  Types  of  Ornament. 
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PLATE  II. 

Fig.  1  is  the  basis  of  a  large  class  of  ornament  founded  on  the 
lines  of  organic  growth,  called  scrolls  or  meanders. 

Fig.  2  is  an  Egyptian  border  consisting  of  alternate  flower  and 
bud  forms  of  the  lotus,  the  most  typical  and  universal  of  all  the  Egyp- 
tian decorative  units.  The  outline  of  the  flower  displays  the  Egyp- 
tian feeling  for  subtlety  and  refinement  of  curve.  Observe  how  the 
short  rounded  curve  of  the  base  passes  into  a  long  subtle  curve  which 
becomes  almost  straight  and  terminates  in  a  short  full  turn  at  the  end. 

Fig.  3  is  a  simple  form  of  the  guilloche  (pronounced    geeyosh), 
a  motive  which  first  becomes  common  in  Assyrian  decoration  and  is 
afterward  incorporated  into  all  the  succeeding  styles. 

Fig.  4  is  the  skeleton  of  a  border  motive  where  the  units  are  dis- 
posed on  either  side  of  the  long  axis  of  the  border. 

Figs.  5  and  7  are  varieties  of  the  Greek  an  them  ion  or  honey- 
suckle pattern,  one  of  the  most  subtle  and  perfect  of  all  ornamental 
forms.  Observe  in  Fig.  5  the  quality  of  the  curves — the  contrast  of 
ful)  rounded  parts  with  long  curves  almost  straight  which  characterize 
the  Egyptian  lotus.  Note  in  both  examples  that  there  is  a  regular 
ratio  of  increase  both  in  the  size  of  the  lobes  and  in  the  spaces  between 
each,  from  the  lowest  one  up  to  the  center.  It  is  invariably  the  rule 
that  each  lobe  shall  be  continued  to  the  base  without  touching  its 
neighbor. 

Fig.  6  is  an  Egyptian  "all-over"  or  repeating  pattern  painted  on 
wall  surfaces.  It  is  made  up  of  continuous  circles  filled  with  lotus 
forms  and  the  intervening  spaces  with  buds. 

PLATE  III. 

This  plate  is  to  contain  nine  outline  drawings  illustrating  Rules 
8,  12,  13,  14,  15,  17,  18,  19,  20.  The  drawings  may  be  made  and  cor- 
rected on  the  slate  and  then  copied  on  to  the  paper  or  they  may  be 
drawn  directly  on  the  paper.  They  may  be  from  the  models  or  from 
simple  geometric  objects  such  as  boxes,  blocks,  cups,  pans,  plates, 
spools,  flower  pots,  bottles,  etc. 

PLATE  IV.* 

These  are  characteristic  forms  of  Greek  vases.  Fig.  1,  the  Lechy- 

Note.  This  plate  and  all  succeeding  ones  are  to  be  surroundod  by  a  border  line, 
drawn  freehand  one  inch  from  the  edge  of  the  paper. 
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Typical  I^g-yptian,  Assyrian  and  Greek  Motives. 
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thos,  was  used  to  hold  oil,  Fig.  2,  the  Kantheros,  is  one  form  of  the 
drinking  cup,  and  Fig.  3,  the  Hydria,  for  pouring  water. 

The  drawing  of  these  vases  includes  a  great  variety  of  beautiful 
curves.  They  are  to  be 'executed  entirely  in  outline,  and  both  con- 
tours and  bands  of  ornament  and  the  relative  sizes  of  each  are  to  be 
preserved. 

Calculate  the  heights  so  that  the  bases  shall  each  be  one  inch 
from  above  the  border  line  and  the  upper  point  of  Fig.  3  about  one 
inch  below  the  border  line.  In  sketching  them  in,  first  place  a  con- 
struction line  to  represent  the  central  axis.  Across  this,  sketch  the 
outlines  of  the  horizontal  bands  and  then  sketch  the  contours,  follow- 
ing the  general  directions  given  in  Sections  21  and  25.  Remember 
that  lines  are  to  be  drawn  lightly  and  corrections  made  by  new  lines 
and  not  by  erasures.  Use  the  arm  movement  as  much  as  possible  in 
drawing  the  curves.  Before  executing  the  examination  paper,  prac- 
tice drawing  each  vase  entirely  without  corrections  of  the  lines. 

PLATE  V. 

Fig.  1  is  from  the  pavement  in  the  Baptistery  at  Florence  and  is 
in  the  style  called  Tuscan  Romanesque.  The  pointed  acanthus 
leaves  in  the  small  border  at  the  top,  are  identical  in  character  with 
the  Byzantine  acanthus. 

This  drawing  is  to  be  treated  like  a  sketch  made  from  the  object. 
After  sketching  in  the  pattern  and  correcting  in  the  usual  way  by 
drawing  new  lines,  erase  superfluous  lines  and  strengthen  the  outlines 
by  lines  made  with  one  stroke.  The  final  outline  should,  however, 
be  loose  and  free  in  character  and  express  the  somewhat  roughened 
edges  of  the  pattern  in  white.  This  does  not  mean  that  the  direction 
of  the  line  must  vary  enough  to  distort  any  shapes.  Observe  that 
most  of  the  shapes  appear  to  be  perfectly  symmetrical  only  their  edges 
seem  slightly  softened  and  broken.  Fill  in  the  background  with  a 
tone  equal  to  the  dark  (D)  of  the  value  scale.  ]\Iake  this  tone  by 
upright  lines  nearly  touching  each  other  and  if  the  value  is  too  light 
at  first,  go  over  them  again  by  lines  in  the  same  direction.  If  a  back- 
ground line  occasionally  runs  over  the  outline,  it  will  help  to  produce 
the  effect  of  the  original. 

Figs.  2,  3,  4  and  5  comprise  typical  forms  of  Greek  decorated 
mouldings.     The  examples  have  much  the  character  of  a  working 
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PLATE  IV.      FIG.  1. 

The  Lechythos. 

Typical  Greek  Vase  Used  to  Hold  Oil. 


PLATE   IV.      FIG.  2. 

The  Kantheros. 
Typical  Greek  Vase  Used  for  a  Drinking  Cup. 


PLATE  IV.      FIG  3. 

The  Hydria. 

Typical  Greek  Vase  Used  for  Pouring'  Water. 


PLATE  V.      FIG.   1. 

Pavement  from  the  Baptistery,  Florence. 


FIG.  2.  PLATE  V.  FIG.  3. 

Typical  Forms  of  Greek  Decorated  Mouldings. 


FIG.  4.  PL,ATE  V.  FIG.  S. 

Typical  Forms  of  Greek  Decorated  Moulding-* 
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(Irawin*^  and  the  plates  are  to  be  enlarged  copies,  but  instead  of  fol- 
lowing the  character  of  the  light  and  shade  of  the  original,  the  shadows 
are  to  be  executed  by  upright  lines.  (See  Section  35.)  The  darker 
shadows  are  to  be  the  value  of  dark  (D)  of  the  scale,  the  lighter  ones 
the  value  of  middle  (M). 

PLATE  VI. 

Place  these  drawings  so  that  there  will  be  at  least  an  incli  be- 
tween them  and  about  half  an  inch  between  the  border  line  and 
the  top  and  bottom. 

Fig.  1  is  from  a  drawing  of  a  wrought  iron  grille  in  a  church  in 
Prague.  Some  idea  of  the  shape  of  the  pieces  of  iron  is  conveyed  by 
the  occasional  lines  of  shading.  The  pattern  will  be  seen  to  be  dis- 
posed on  radii  dividing  the  circle  into  sixths.  Construct  the  skeleton 
of  the  j)attern  shown,  establishing  first  an  equilateral  triangle  and 
the  lines  which  subdivide  its  angles  and  sides.  About  this  draw 
the  inner  line  of  the  circle  and  extend  the  lines  which  subdivide  the 
angles  of  the  triangles,  to  form  the  six  radii  of  the  circle.  Complete 
the  outlines  of  the  pattern  before  drawing  the  shading  lines.  This 
drawing  with  its  lines  and  curves  all  carefully  perfected  represents 
the  kind  of  working  drawing  which  an  architect  might  give  to  an  iron- 
smith  to  work  with,  although  in  a  working  drawing,  a  section  of  the 
iron  would  be  given  and  each  motive  of  the  design  would  propably  be 
drawn  out  only  once  and  then  as  it  was  repeated  it  would  be  merely 
indicated  'by  a  line  or  two  sketched  in. 

Fig.  2  is  from  a  photograph  of  a  wrought  iron  grille  at  I.ucca  in 
the  style  of  the  Italian  Renaissance.  The  drawing  to  be  made  from 
this,  the  student  must  consider  to  be  a  sketch,  the  sort  of  note  or 
memorandum  he  might  make  w^ere  he  before  the  original. 

The  accompanying  detail  gives  a  suggestion  of  the  proper  treat- 
ment. The  general  shape  of  the  whole  outline  should  be  indicated 
and  the  larger  geometric  subdivisions;  the  details  of  two  of  the 
compartments  suggested  by  light  lines  and  those  of  the  remainder 
either  omitted  or  very  slightly  suggested.  Try  to  make  the  drawing 
suggest  the  "hammered"  quality  of  the  iron.  Although  the  curve? 
are  all  beautifully  felt,  there  are  slight  variations  in  them  produced 
by  the  hammer,  or  they  are  bent  out  of  shape  by  time,  and  the  thick- 
ness of  the  iron  varies  sometimes  by  intention  and  sometimes  by  acci- 
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PLATE  VI.      FIG.  1. 

Wroug-ht  Iron  Grille,  Pragmeo 


PI^ATK  VI.      FIG.  2. 

Wrought  Iron  Grille,  Lrucca. 
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Detail  of  Plate  VI,  Fig. 


dent.     Take  care,  however,  not  to  exaggerate  the  freedom  of  the 
lines  and  do  not  carry  the  variation  so  far  that  curves  are  distorted. 

Make  the  drawing  in  outline  first 
with  a  line  which  breaks  occasion- 
ally, with  portions  of  the  line 
omitted.  This  helps  to  indicate 
the  texture  of  the  iron  and  suggests 
its  free  hand-made  character. 

That  part  of  the  backgroiuid 
which  in  the  photograph  appears 
black  behind  the  iron,  should  be 
filled  in  with  a  tone  equal  to  the 
dark  (D)  of  the  value  scale.  It 
should  only  be  placed  behind  the 
two  compartments  which  are  most 
carefully  drawn,  with  perhaps  an 
irregular  patch  of  it  in  the  adjoining 
compartment.  In  making  the  background  use  single  pencil  strokes, 
side  by  side,  with  the  solid  ink  pencil,  very  near  together  or  occasion- 
ally touching.  Give  a  slight  curve  to  each  stroke.  The  direction 
of  the  lines  may  be  either  upright,  or  they  may  keep  the  leading 
direction  of  the  general  lines  of  the  pattern,  but  they  should  not 
be  stiff  or  mechanical.  If  the  value  is  not  dark  enough  another  set 
of  lines  may  be  made  over  the  first  ones,  keeping  the  same  direction. 
The  only  parts  of  the  ironwork  itself  which  require  shading  are 
those  twisted  pieces  which  mark  the  subdivision,  the  outer  edge, 
and  the  clasp.  For  this  use  a  tone  equal  to  the  middle  (M)  of  the 
value  scale.  Avoid  explaining  too  carefully  the  twists  and  use  the 
shading  only  in  the  dark  side.  Use  a  few  broken  outlines  on  the 
right  side,  just  enough  to  suggest  it  and  do  not  darken  the  flat  piece  of 
iron  behind  the  twists  except  on  the  shadow  side.  Do  not  count  the 
number  of  twists  but  indicate  them  in  their  proper  size  and  the  effect 
will  be  near  enough  for  this  kind  of  a  drawing.  Shade  only  those 
twists  which  are  nearest  the  compartments  which  are  detailed;  from 
them  let  the  detail  gradually  die  away. 

PLATE  Vn. 

This  figure  is  a  rosette  made  up  of  the  Roman  or  soft  acanthus, 
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and  the  (Irawiiii,^  has  tlio  general  character  of  a  working  drawing. 
I'lverv  part  is  very  clearly  expressed  in  outline,  slightly  shadowed, 
and  a  section  explains  the  exact  contours.  In  drawing  the  outline  of 
the  leaHets,  observe  that  one  edge,  usually  the  upper  is  generally  ex- 
pressed by  a  simple  curve  and  the  other  edge  by  a  compound  curve, 
the  variation  in  which,  however,  is  slight.  Draw  a  circle  first  to  con- 
tain the  outer  edge  of  the  rosette  and  sketch  in  lightly  the  main  rib  or 
central  axis  of  each  leaf.  Then  block  in  the  general  form  of  the  leaves, 
not  showing  the  subdivisions  at  edges.  Next  place  the  eyes — the  small 
elliptical  spots  which  separate  one  lobe  from  another — and  draw  the 
main  ribs  of  each  lobe,  finally  detailing  the  leaflets  in  each  lobe.  In 
shading  use  the  value  dark  (D)  for  the  darkest  values  and  the  middle 
value  (M)  for  the  others,  and  instead  of  producing  a  perfectly  blended 
tone  as  in  the  original,  let  the  tone  retain  some  suggestion  of  lines,  the 
general  tlirectionof  which  should  follow  that  of  the  main  ribs  in  the 
leaves.  In  the  shadow  of  the  rosette  on  the  background,  let  the  lines 
be  upright.  Ivines  naturally  show  less  in  very  dark  values  than  in 
lighter  tones,  for  it  is  difficult  to  produce  the  darker  values  without 
going  over  the  lines  with  another  set  and  that  has  a  tendency  to  blend 
all  the  lines  into  a  general  tone. 

PLATE  VIII. 

Plate  "N'lII  is  a  sculptured  frieze  ornament  introducing  various 
forms  of  the  Roman  or  soft  acanthus.  In  this  as  in  all  scroll  drawing, 
the  skeleton  of  the  pattern  should  be  carefully  drawn,  then  the  leaves 
and  rosettes  disposed  upon  it.  Always  draw  the  big  general  form  of 
the  acanthus,  and  proceed  gradually  to  the  details  as  described  in  the 
directions  for  Plate  VII.  This  like  Plate  VII,  has  the  general  charac- 
ter  of  a  working  drawing,  only  in  this  case  there  is  no  section.  Use 
the  same  values  and  same  suggestions  for  directions  of  line  as  in 
Plate  VII. 

PLATE  IX. 

This  plate  is  an  example  of  the  Byzantine  acanthus  on  a  fragment 
in  the  Capitoline  Museum.  In  drawing  this,  place  the  central  axis  or 
main  rib  of  the  leaf  first,  then  establish  the  position  of  the  eyes — the 
egg-shaped  cuts  which  separate  the  lobes.  The  general  contour  of 
the  lobes  and  their  main  ribs  should  next  be  blocked  in  before  the 
final  disposition  of  the  points  or  leaflets  is  determined. 
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Section  Throug-Ii  Center. 
PLATE  VII. 

Acanthus  RosettCo 


PLATE  VIII. 

Acanthus  Frieze. 


PLATE  IX. 

This  is  also  to  be  drawn  as  Fig-.  1,  Plate  X. 

Byzantine  Acanthus,  from  a  fragment  in  the  Qa-pitoline  Museum. 
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Tlu'  drawing  of  this  plate  is  to  be  enlarged  to  about  ten  inches  in 
height  and  well  placed  on  the  sheet  with  the  center  of  the  drawing 
coincidnig  with  the  center  of  the  plate.  This  drawing  is  to  be  made 
by  the  use  of  two  values  only,  with  white,  and  the  student  may  select 
his  own  values.  The  object  is  to  select  the  most  important 
features  and  to  omit  as  much  as  possible.  It  would  be  well  for 
the  student  to  first  try  to  see  how  much  he  can  express  with  one 
value  and  white.  The  values  are  to  be  obtained  by  upright  lines. 
Outlines  are  to  be  omitted  as  far  as  possible  in  the  finished  sketch 
and  forms  are  to  be  expressed  by  the  shapes  of  the  masses  of 
shadow.  "Where  only  two  values  and  white  are  to  be  used,  it  is 
desirable  to  leave  as  much  white  as  possible  and  not  allow  the 
shadow  values  to  run  too  near  to  black  as  that  produces  too  harsh  a 
contrast  with  the  white.  On  the  other  hand,  if  the  shadow  values  are 
too  high  in  the  scale,  that  is  too  near  white,  the  drawing  becomes  weak 
and  washed  out  in  effect.  As  this  drawing  is  to  be  large  in  scale,  it 
should  be  made  with  the  solid  ink  pencil  and  \vith  wide  pencil  strokes. 
After  the  outline  has  been  sketched  in,  the  shading  or  "rendermg" 
may  be  studied,  first  on  tracing  paper  over  the  drawing.  There 
should  l)e  no  attempt  at  rendering  the  background  in  this  drawing. 

PLATE  X. 

Figs.  1  and  2  are  to  be  placed  on  this  plate,  but  Fig.  1  is  to  be 
rendered  this  time  as  near  to  the  true  values  as  it  is  possible  to  go 
by  using  four  values  and  white  in  shading.  The  pencil  lines  should 
be  blended  together  somewhat,  but  the  general  direction  of  the  shad- 
ing should  follow  the  central  axis  of  the  lobes.  Only  the  leaf  itself 
is  to  be  drawn  and  the  backgroimd  value  should  be  allowed  to  break 
in  an  irregular  line  about  the  leaf.  It  should  not  be  carried  out  to  an 
edge  which  would  represent  the  shape  of  the  entire  fragment  of  stone 
on  which  the  leaf  is  carved.  In  studying  the  shapes  of  the  different 
shadows  it  is  well  at  first  to  exaggerate  somewhat  and  give  each  value 
a  clean,  definite  shape  even  if  the  edges  appear  somewhat  indefinite 
in  the  original.  At  the  last  those  edges  which  are  blurred  may  be 
blended  together. 

Fig.  2  is  a  Byzantine  capital  from  the  church  of  San  Vitale,  at 
Ravenna.  This  is  to  be  drawn  so  that  the  lines  of  the  column  shall 
fafle  off  gradually  into  nothing  and  end  in  a  broken  edge  instead  of 
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stopping  on  a  horizontal  line  as  in  the  original.  The  top  of  the  draw- 
ing above  the  great  cushion  which  rests  on  the  capital  proper  should 
also  fade  off  into  nothing  and  with  a  broken  line  instead  of  the  hori- 
zontal  straight  line.  A  small  broken  area  of  the  background  value 
should  be  placed  either  side  of  the  capital.  In  drawing  an  object  like 
this  which  is  full  of  small  detail  there  is  danger  of  losing  the  larger 
qualities  of  solidity  and  roundness  by  insisting  too  much  upon  the 
small  parts  and  there  is  also  danger  of  making  the  drawing  too  spotty. 
It  is  a  good  principle  to  decide  at  first  that  the  detail  is  to  be  expressed 
either  in  the  shadow  or  in  the  light,  but  not  equally  in  both.  This 
principle  is  based  on  one  of  the  facts  of  vision,  for  in  looking  at  an 
object  one  sees  only  a  comparatively  small  amount  of  detail;  what 
falls  on  either  side  of  the  spot  on  which  the  eye  is  focused  appears 
blurred  and  indistinct.  In  an  object  of  this  kind  whose  section  is 
circular,  one  can  best  express  the  shape  by  concentrating  the  study 
of  detail  at  the  point  where  the  light  leaves  off  and  shadow  begins, 
representing  less  and  less  detail  as  the  object  turns  away  from  the 
spectator.  In  this  drawing,  however,  there  may  l)e  more  detail  ex- 
pressed in  the  shadow  than  in  the  light,  but  remember  that  outlines 
of  objects  in  shadow  lose  their  sharpness  and  become  softened.  Do 
not  attempt  to  show  all  the  grooves  in  the  parts  in  shadow;  indicate 
one  or  two  principal  ones  and  indicate  more  and  more  detail  as  the 
leaves  approach  the  point  where  the  light  begins.  There  the  richness 
of  detail  may  be  fully  represented,  but  as  the  forms  pass  into  the  light, 
omit  more  and  more  detail.  Again  observe  that  any  small  plane  of 
shadow  surrounded  by  intense  light,  if  examined  in  detail,  appears 
darker  by  contrast,  but  if  represented  as  dark  as  it  appears  it  becomes 
spotty  anfl  out  of  value.  If  observed  in  relation  to  the  whole 
object  its  real  value  will  be  seen  to  be  lighter  than  it  appears  when 
examined  by  itself.  Use  white  and  four  values  to  be  determined  by 
the  student.  Guard  against  too  strong  contrasts  of  values  within  the 
shadow  as  it  cuts  it  up  and  destroys  its  unity,  and  in  every  drawing 
made,  show  clearly  just  which  is  the  shadow  side  and  which  is  the 
light.  That  is,  do  not  place  so  many  shadow  values  within  the  light 
that  it  destroys  it,  and  do  not  invade  shadows  with  too  many  lights 
and  reflected  lights.  Note  that  it  is  characteristic  of  the  Byzantine 
acanthus  to  have  the  points  of  every  tine  or  lobe  touch  st)metliing; 
no  points  are  lett  free,  but  observe  also  that  the  points  have  some  sub- 
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stance  and  width  at  the  place  they  touch  and  must  not  be  represented 
by  a  mere  thread  of  light.  It  would  be  a  mistake  to  introduce  much 
variety  of  direction  in  the  lines  in  this  drawing,  especially  in  the 
shadows,  as  it  would  "  break  it  up"  too  much.  The  concave  line  of 
the  contour  of  the  capital  may  well  determine  the  dominant  direction 
of  the  lines  which  should  not  be  very  distinct  as  lines,  but  should  blend 
considerably  into  general  tones,  ^^^lerever  a  plane  of  shadow  stops 
with  a  clean  sharp  edge  the  drawing  must  correspond,  for  its  interest 
and  expressiveness  depend  upon  its  power  to  suggest  differences  in 
surface — those  surfaces  which  flow  gradually  into  one  another  as  well 
as  those  in  which  the  transitions  are  sharp  and  abrupt. 

The  student  should  be  very  scrupulous  about  using  only  the 
values  of  the  scale,  and  in  the  lower  left  corner  of  each  sheet  he  should 
place  within  half-inch  squares  examples  of  each  value  used  on  the 
drawing  with  its  name  and  symbol  indicated. 

PLATE  XI. 

This  capital,  of  the  Roman  Corinthian  order,  is  in  the  Museum  of 
the  Baths  of  Diocletian  in  Rome. 

The  foliated  portions  consist  of  olive  acanthus,  and  the  student 
should  carefully  study  the  differences  between  this  and  the  soft  acan- 
thus. It  will  be  noted  that  the  greatest  difference  is  in  the  subdivi- 
sion of  the  edges  into  leaflets.  In  the  soft  acanthus  there  is  always  a 
strong  contrast  of  large  and  small  leaflets  and  the  lobes  overlap  each 
other,  producing  a  full  rich  effect  and  the  general  appearance  is  more 
like  that  of  a  natural  leaf.  In  the  olive  acanthus  the  leaflets  in  one 
lobe  differ  slightly  from  each  other  in  size,  are  narrower,  and  boimded 
by  simple  curves  on  either  side,  where  the  leaflet  of  the  soft  acanthus 
has  the  compound  curve  on  one  side. 

The  student  may  use  as  many  values  as  he  thinks  necessary,  but 
he  should  be  conscientious  in  keeping  his  values  in  their  scale  relations 
and  should  place  an  example  of  each  value  used,  with  its  name  in  one 
comer  of  the  drawing. 

To  make  a  satisfactory  drawing  of  a  form  so  full  of  intricate 
detail  as  this  is  difficult,  as  there  is  a  great  temptation  to  put  in  all  one 
sees.  The  general  instructions  for  drawing  Plate  VII  are  equally 
applicable  here.  The  student  should  remember  that  a  drawing  is  an 
explanation,  but  an  explanation  which  can  take  much  for  granted. 
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PLATE  X.      FIG.   2. 
Byzantine  Capital,  from  the  Church  of  San  Vitale  Ravenna. 


PLATE  XI. 

Roman  Corinthian  Capital,  from  tlie  Baths  of  Diocletian. 


platb  XII. 
Italian  Retiaissance  Pilaster. 
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For  instance,  if  the  carved  ornament  on  the  mouldings  or  at  the  top 
of  the  capital  are  expressed  where  they  receive  full  light,  they  must 
become  more  and  more  vague  suggestions  and  finally  disappear  in 
the  strong  shadows;  so  the  division  line  between  the  two  mouldings 
of  the  abacus  may  be  omitted  in  shadow  and  the  mind  will  fill  in 
what  the  eye  does  not  see.  One  could  go  farther  and  express  the  detail 
only  for  a  short  space,  letting  it  gradually  die  away  into  light  or  be 
merely  indicated  by  a  line  or  two,  and  still  the  explanation  would  be 
sufficient  and  far  less  fatiguing  to  the  eye  than  literal  insistence  on 
every  detail  for  the  entire  length.  It  is  an  excellent  plan  to  look  at 
the  original,  whether  a  photograph  or  the  real  object,  with  half  closed 
eyes.  This  helps  decidedly  to  separate  the  light  masses  from  the 
darks  and  shows  how  much  that  is  in  shadow  may  be  omitted. 

The  smaller  lobes  on  the  olive  acanthus  have  no  main  ribs  and 
lines  are  carried  from  the  intersection  of  each  leaf  toward  the  base, 
the  section  of  the  leaflet  being  concave.  The  section  of  the  leaflets 
on  the  soft  acanthus  is  more  V-shaped. 

PLATE  XII. 

This  is  a  portion  of  a  pilaster  decoration  in  the  Italian  Renais- 
sance style.  The  acanthus  is  of  the  soft  Roman  type,  but  much  more 
thin  and  delicate  with  the  eyes  cut  back  almost  to  the  main  ribs  and  a 
space  cut  out  between  each  lobe  so  there  is  rarely  any  overlapping 
of  lobes.  Lay  out  construction  lines  for  the  scrolls,  block  in  all  forms 
correctly,  detailing  little  by  little,  so  carrying  the  whole  drawing  along 
to  the  same  degree  of  finish 
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(Rendered  in  Pen  and  Ink.) 


PERSPECTIVE   DRAWING. 


DEFINITIONS   AND   GENERAL   THEORY. 

1.  When  any  object  in  space  is  being  viewed,  rays  of  light 
are  reflected  from  all  points  of  its  visible  surface,  and  enter  the 
eye  of  the  observer.  These  rays  of  light  are  called  visual  rays. 
They  strike  upon  the  sensitive  luembi-ane,  called  the  retina,  of 
the  eye,  and  form  an  image.  It  is  from  this  image  that  the 
observer  receives  his  impression  of  the  appearance  of  the  object 
at  which  he  is  looking. 

2.  In  Fig.  1,  let  the  triangular  card  aho  represent  any  object 
in  space.     The  image 

of   it   on    the    retina  ^  _^--:A 

of  the  observer's  eye  '    '  Q-  '-::::^^^^:^r3i 

will    be    formed    by        .  ^^-ss^^^^^^^^^^^Tf^^:'"'*--^ 

the    visual    rays    re-    -^■^^^^^^^^^^^f^3^^^^^^C^EE:£^\ 
fleeted  from  its   sur-  ^^^^^^^^^^^^^^^^^^^^^^ 

face.        These      rays  ~~^~^^^U 

form    a    pyramid    or 

cone  which  has  the  observer's  eye  for  its  apex,  and  the  object  in 
space  for  its  base. 

3.  If  a  transparent  plane  M,  Fig.  2,  be  placed  in  such  a 
position  that  it  will  intersect  the  cone  of  visual  rays  as  shown, 
the  intersection  will  be  a  projection  of  the  object  upon  the  plane 
M.  It  will  be  noticed  that  the  projecting  lines,  or  projectors, 
instead  of  being  perpendicular  to  the  plane,  as  is  the  case  in 
orthographic  projection,*  are  the  visual  rays  which  all  converge  to 
a  single  point  coincident  with  the  observer's  eye. 

*  In  orthographic  projection  an  object  is  represented  upon  two  planes  at  right 
angles  to  each  other,  by  lines  drawn  perpendicular  to  these  planes  from  all  points  on  t  he 
edges  or  contour  of  the  object.  Such  perpeudicular  lines  intersecting  the  planes  give 
figures  which  are  called  projections  {orthographic)  of  the  object. 
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4.  Every  pi)int  or  line  in  the  projection  on  the  phuie  ^I  Mill 
appear  to  the  ohserver  exactly  to  cover  the  corresponding  point  or 
line  in  the  ohject.  Thus  the  observer  sees  the  point  a^'  in  the 
projection,  apparently  jnst  coincident  with  the  point  a  in  the 
object.  Tliis  111  List  evidently  be  so,  for  both  the  points  a^  and  a 
lie  on  the  same  visual  ray.  In  the  same  way  the  line  a^b^  in  the 
projection  must  appear  to  the  observer  to  exactly  cover  the  line 
(lb  in  the  object ;  and  the  projection,  as  a  whole,  must  present  to 
him  exactly  the  same  ap23earance  as  the  object  in  space. 

5.  If    the  projection  is  supposed    to    be  permanently  fixed 

upon  the  plane,  the 
'    I  9-  ^  .--'"^''^N^  object  in  space  may 

be  removed  without 
affecting  the  image 
on  the  retina  of  the 
observer's  eye,  since 
the  visualrays  which 
were  originally  re- 
flected from  the  sur- 
b  face  of  the  object 
are  now  reflected 
from  the  projection 
on  the  plane  M.  In 
other  words,  this 
projection  may  be 
used  as  a  substitute  for  the  object  in  space,  and  when  placed  in 
proper  relation  to  the  eye  of  the  observer,  will  convey  to  him  an 
impression  exactly  similar  to  that  which  would  be  produced  were 
lie  looking  at  the  real  object. 

6.  A  projection  such  as  that  just  described  is  known  as  a 
perspective  projection  of  the  object  which  it  represents.  The 
plane  on  ^\•llich  the  perspective  projection  is  made  is  called  the 
Picture  Plane.  Tlie  position  of  the  observer's  eye  is  called  the 
Station  Point,  or  Point  of  Sight. 

7.  It  will  be  seen  that  the  perspective  projection  of  any 
})omt  in  the  object,  is  where  the  visual  ray,  through  that  point, 
pierces  the  picture  plane. 

8.  A  perspective  projection  may  be  defined  as  the  represen- 
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tation,  upon  a  plane  surface,  of  the  appearance  of  objects  as  seen 
from  some  given  point  of  view, 

9.  Before  beginning  the  study  of  the  construction  of  the 
perspective  projection,  some  considei-ation  should  be  given  to 
phenomena  of  perspective.  One  of  the  most  important  of  these 
plienomena,  and  one  which  is  the  keynote  to  the  whole  science  of 
perspective,  has  been  noticed  by  everyone.  It  is  the  apparent 
diminution  in  the  size  of  an  object  as  the  distance  between  the 
object  and  the  eye  increases.  A  railroad  train  moving  ot«r  a 
long,  straight  track,  furnishes  a  familiar  example  of  this.  As  tlie 
train  moves  farther  and  farther  aw^ay,  its  dimensions  apparently 
become  smaller  and  smaller,  the  details  grow  more  and  more 
indistinct,  until  the  whole  train  appears  like  a  black  line  crawling 
over  the  ground.  It  will  be  noticed  also,  that  the  speed  of  the 
train  seems  to  dimini&h  as  it  moves  away,  for  the  equal  distances 
over  which  it  will  travel  in  a  given  time,  seem  less  and  less  as 
they  are  taken  farther  and  farther  from  the  eye. 

10.  In  the  same  way,  if  several  objects  having  the  same 
dimensions  are  situated  at  different  distances  from  the  eye,  the 
nearest  one  appears  to 

be  the  largest,  and  the 
others  appear  to  be 
smaller  and  smaller  as 
they  are  farther  and 
farthei-  away.  Take, 
for  illustration,  a  long, 
straight  row  of  street- 
lamps.  As  one  looks 
along  the  vow,  each 
succeeding  lamp  is  ap- 
parently shorter  and  smaller  than  the  one  before.  The  reason  for 
this  can  easily  be  explained.  In  estimating  the  size  of  any  object, 
one  most  naturally  compares  it  with  some  other  object  as  a  stand- 
ard or  unit.  Now,  as  the  observer  compares  the  lam].)-posts,  one 
with  anoth3r,  the  result  will  be  something  as  follows  (see  Fig.  3). 
If  he  is  looking  at  the  top  of  No.  1,  along  the  line  6a,  the  top  of 
No.  2  is  invisible.  It  is  apparently  below  the  top  of  No.  1,  for,  in 
order  to  see  No.  2,  he  has  to  lower  his  eye  until  he  is  looking  in 
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the  direction  ba^.  He  now  sees  the  top  of  No.  2,  but  the  top  of 
No.  1  seems  some  distance  above,  and  he  naturally  concludes  that 
No.  2  appears  shorter  than  No.  1.  As  the  observer  looks  at  the 
top  of  No.  2,  No.  3  is  still  invisible,  and,  in  order  to  see  it,  he  has 
to  lower  his  eye  still  farther.  Comparing  the  bottoms  of  the  posts, 
he  finds  the  same  apparent  diminution  in  size  as  the  distance  of 
the  posts  from  his  eye  increases.  The  length  of  the  second  post 
appears  only  equal  to  the  distance  mn  as  measured  on  the  first 
post,  while  the  length  of  the  third  post  appears  only  equal  to  the 
distance  os  as  measured  on  post  No.  1, 

11.  In  the  same  way  that  the  lamp-posts  appear  to  diminish 
in  size  as  they  recede  from  the  eye,  the  parallel  lines  (a,  «i, 
a,,  etc.,  and  c,  c^,  c.„  etc.)  which  run  along  the  tops  and  bot- 
toms of  the  posts  appear  to  converge  as  they  recede,  for  the  dis- 
tance between  these  lines  seems  less  and  less  as  it  is  taken  farther 
and  farther  away.  At  infinity  the  distance  between  the  lines  be- 
comes zero,  and  the  lines  appear  to  meet  in  a  single  point.  This 
point  is  called  the  vanishing  point  of  the  lines. 

12.  If  any  object,  as,  for  illustration,  a  cube,  is  studied,  it 
will  be  seen  that  the  lines  which  form  its  edges  may  be  separated 

into  groups  according 
to  their  different  direc- 
tions; all  lines  having 
the  same  direction  form- 
ing one  group,  and  ap- 
parently converging  to 
a  common  vanishing 
point.  Each  group  of 
parallel  lines  is  called  a 
system,  and  each  line 
an  element  of  the  sys- 
tem. For  example,  in  Fig.  4,  A,  A^,  A^,  and  Ag  belong  to  one 
group  or  system  ;  B,  Bj,  B^,  and  B^,  to  another ;  and  C,  Cj,  C^,  and 
Cj,  to  a  third.  Each  system  has  its  own  vanishing  point,  towards 
which  all  the  elements  of  that  system  appear  to  converge.  This 
phenomenon  is  well  illustrated  in  the  parallel  lines  of  a  railroad 
track,  or  by  the  horizontal  lines  which  form  the  courses  of  a  stone 
wall. 
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13.  As  all  lines  which  belong  to  the  same  system  appear  to 
meet  at  the  vanishing-  point  of  their  system,  it  follows  that  if  the 
eye  is  placed  so  as  to  look  directly  along  any  line  of  a  system,  that 
line  ivill  he  seen  endwise,  and  appear  as  a  point  exactly  covering  the 
vanishing  point  of  the  system  to  which  it  belongs. 

If,  for  illustration,  the  eye  glances  directly  along  one  of  the 
horizontal  lines  formed  by  the  courses  of  a  stone  wall,  this  hue 
will  be  seen  as  a  point,  and  all  the  other  horizontal  lines  in  the 
wall  will  apparently  converge  towards  the  point.  In  other  words, 
the  line  along  which  the  eye  is  looking  appears  to  cover  the  van- 
ishing point  of  the  system  to  wliich  it  belongs.     Thus,  the  vanish- 


ing point  of  any  system  of  lines  must  lie  on  that  element  of  the 
system  which  enters  the  observer's  eye,  and  must  be  at  an  infinite 
distance  from  the  observer.  Therefore,  to  find  the  vanishing 
point  of  any  system  of  lines,  imagine  one  of  its  elements  to  enter 
the  observer's  eye.  This  element  is  called  the  visual  element  of 
the  system,  and  may  often  be  a  purely  imaginary  line  indicating 
simply  the  direction  in  which  the  vanishing  point  lies.  Tlie  van- 
ishmg  point  will  always  be  found  on  this  visual  element  and  at  an 
infinite  distance  from  the  observer. 

14.    To  further  illustrate  this  point,  suppose  an  obsei'ver  to 
be  viewing  the  objects  in  space  represented  in  Fig.  5.     He  desires 
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to  find  the  vanishing  point  for  the  system  of  lines  parallel  to  the 
()l)li(pie  line  al>  which  forms  one  edge  of  the  roof  plane  abed. 
There  are  two  lines  in  the  roof  that  belong  to  this  system, namely: 
ah  and  dc  If  he  imagines  an  element  of  the  system  to  enter 
liis  eye,  and  lot)ks  directly  along  this  element,  he  will  be  look- 
ing in  a  direction  exactly  parallel  to  the  line  al\  and  he  will 
be  looking  directly  at  the  vanishing  point  of  the  system  (§  13). 
This  visual  element  along  which  he  is  looking  is  a  purely  imaginary 
line  parallel  to  ah  and  dc.  All  lines  in  the  object  belonging  to 
this  system  ^\'ill  appear  to  converge  towards  a  point  situated  on 
the  line  along  which  he  is  looking,  and  at  an  infinite  distance  from 
him. 

This  phenomenon  is  of  great  importance,  and  is  the  founda- 
tion of  most  of  the  operations  in  making  a  perspective  drawing. 

15.  The  W'Ord  "  vanish  "  as  used  in  perspective  always  im- 
plies a  recession.  Thus,  a  line  that  vanishes  upward,  slopes  uj> 
ward  as  it  recedes  from  the  observer ;  a  line  that  vanishes  to  tlie 
right,  slopes  to  the  right  as  it  recedes  from  the  observer. 

16.  It  follows  from  paragraphs  13  and  14  that  any  system 
of  lines  that  vanishes  upward,  will  have  its  vanisliing  point  above 
the  observer's  eye.  Similarly,  any  system  vanishing  downward, 
will  have  its  vanishing  point  below  the  observer's  eye;  any  sys- 
tem vanishing  to  the  right,  will  have  its  vanishing  point  to  the 
rioht  of  the  observer's  eye  ;  and  any  system  vanishing  to  the  left, 
will  have  its  vanishing  ])oint  to  the  left  of  the  observer's  eye. 
iVn}"  system  of  horizontal  lines  will  have  its  vanishing  point  on  a 
level  with  the  observer's  eye,  and  a  system  of  vertical  lines  will 
have  its  vanishing  point  vertically  in  line  \\ith  the  observer's 
eye. 

17.  All  planes  that  are  parallel  to  one  another  are  said  to 
belong  to  the  same  system,  each  2)lane  being  called  an  element 
of  the  system. 

All  the  planes  of  one  system  appear  to  approach  one  another 
as  they  recede  fi'om  the  eye,  and  to  meet  at  infinity  in  a  single 
straiglit  line  called  the  vanishing  trace  of  the  system.  Thus, 
the  upper  and  lower  faces  of  a  cube  seen  in  space,  will  appear  to 
converge  toward  a  straight  line  at  infinity. 

18.  If  the  eye  is  so  placed  as  to  look  directly  along  one  of 
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the  pliines  of  a  system,  that  phme  will  be  seen  edgewise,  and  will 
appear  as  a  single  straight  line  exactly  covering  the  vanishing- 
trace  of  the  system  to  which  it  belongs.  The  plane  of  any  system 
that  })asses  through  the  ol)server's  eye  is  called  the  visual  plane 
of  that  system. 

19.  From  §  18,  it  follows  that  the  vanishing  trace  of  a  system 
of  planes  that  vanishes  upward,  will  be  found  above  the  level  of  the 
eye,  while  the  vanishing  trace  of  a  system  of  planes  vanishing- 
downward,  will  be  found  below  the  level  of  the  eye.  The  vanish- 
ing trace  of  a  system  of  vertical  planes  will  be  a  vertical  line  ;  and 
of  a  system  of  horizontal  planes,  a  horizontal  line,  exactly  on  a 
level  with  the  observer's  eye. 

20.  The  vanishing-  trace  of  the  system  of  horizontal  planes 
is  called  the  horizon. 

The  visual  plane  of  the  horizontal  system  is  called  the  plane 
of  the  horizon.  The  phme  of  the  horizon  is  a  most  important  one 
in  the  construction  of  a  perspective  projection. 

21.  From  the  foregoing  discussion  the  truth  of  the  following 
statements  will  be  evident.  Tliey  may  be  called  the  Five  Axioms 
of  Perspective. 

(a)  All  the  lines  of  one  sj/steni  appear  to  converge  and  to 
meet  at  an  infinite  distance  from  the  observer  s  eye,  in  a  sun/le 
point  called  the  vanishing  point  of  the  system. 

Qb)  All  the  planes  of  one  si/steni  appear  to  converge  as  theg 
recede  from  the  eye,  and  to  meet  at  an  infinite  distance  from  the 
observer,  in  a  single  straight  line  called  the  vanishing  trace  of  the 
system. 

(c)  Any  line  lying  in  a  plane  will  have  its  vanishing  point 
somewhere  in  the  vanishing  trace  of  the  plavie  in  ivhich  it  lies. 

((?)  The  vanishing  trace  of  any  plane  must  pass  through  the 
vanishing  points  of  all  lines  that  lie  in  it.  Thus,  .since  the  van- 
ishing trace  of  a  plane  is  a  straight  line  (§  18),  the  vanishing  points 
of  any  two  lines  lying  in  a  plane  will  determine  the  vanishing  trace 
of  tlte  system  to  which  the  plane  belongs. 

(e)  As  the  intersectioii  of  two  planes  is  a  line  lying  in  both, 
the  vanishing  point  of  this  intersection  must  lie  in  the  vanishing 
traces  of  both  p)lanes,  and  hence,  at  the  point  where  the  vanishing 
traces  of  the  two  planes  cross.     In  other  ivords,  the  vanishing  point 
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of  tlw  intersection  of  two  planes  must  lie  at  the  intersection   of  the 
vanishing  traces  of  the  two  jjlanes. 

22.  The  live  axioms  in  the  hist  paragraph  are  the  statements 
of  purely  imaginary  conditions  which  appear  to  exist,  but  in 
reality  do  not.  Thus,  parallel  lines  appear  to  converge  and  to 
meet  at  a  i)oint  at  infinity,  but  in  reality  they  are  exactly  the 
same  distance  apart  throughout  their  length.  Parallel  planes 
appear  to  converge  as  they  recede,  but  this  is  a  purely  apparent 
condition,  and  not  a  reality ;  the  real  distance  between  the  planes 
does  not  change. 

23.  The  perspective  projection  represents  by  real  conditions 
the  purely  imaginary  conditions    that   appear   to  exist  in  space. 


-'PcWr>PI^"''- 


Thus,  the  apparent  convergence  of  lines  in  space  is  represented 
by  a  real  convergence  in  the  perspective  projection.  Again,  the 
vanishing  point  of  a  system  of  lines  is  a  purely  imaginary  point 
wliich  does  not  exist.  But  this  imaginary  point  is  represented  in 
perspective  projection  by  a  real  point  on  the  picture  plane. 

From  §  14,  the  vanishing  point  of  any  system  of  lines  lies 
upon  the  visual  element  of  that  system.  This  visual  element 
may  be  considered  to  be  the  visual  ray  which  projects  the  vanish- 
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ing  point  to  the  observer's  eye.  Hence,  from  §  7,  the  intersection  of 
this  visual  element  with  tlie  picture  plane  will  be  the  perspective 
of  the  vanishing  point  of  the  system  to  which  it  belongs.  This 
is  illustrated  in  Fig.  6.  The  object  in  space  is  sliown  on  the 
right  of  the  figure.  If  the  observer  wishes  to  find  the  vanishing 
point  of  the  oblique  line  ah  in  the  object  in  space,  he  imagines  a 
line  parallel  to  ah  to  enter  his  eye,  and  looks  along  this  line  (§  13). 
Where  this  line  along  which  he  is  looking  pierces  the  picture 
plane,  will  be  the  perspective  of  the  vanisliing  point.  Further- 
more, the  perspective  of  the  line  ah  has  been  found  by  dramng 
the  visual  rays  from  a  and  h  respectively,  and  finding  where  these 
rays  pierce  the  picture  plane  (§  7).  These  points  are  respectively, 
a^  and  5^,  and  the  straight  line  drawn  between  a^  and  h^  is  the 
perspective  of  the  line  ah.  The  perspective  of  the  line  a-Jy^^  which 
is  parallel  to  ah,  has  been  found  in  a  similar  way,  and  it  will  be 
noticed  that  its  perspective  projection  {a\  h\)  actually  converges 
towards  a^h^  in  such  a  manner  that  if  these  two  lines  are  pro- 
duced they  will  actually  meet  at  the  perspective  of  the  vanish- 
ing point  of  their  system. 

Note. —  It  is  evident  that  the  pet'spective  of  a  straight  line  will 
always  he  a  straight  line,  the  extreme  points  of  ivliich  are  the  perspec- 
tives of  the  extremities  of  the  given  line. 

24.  Thus,  the  five  axioms  of  perspective  may  be  applied 
to  Perspective  Projection  as  follows  :  — 

{a)  Parallel  lines  do  converge  and  meet  at  the  vanishing 
point  of  their  system. 

(b)  Parallel  planes  do  converge  and  meet  at  the  vanishing 
trace  of  their  system. 

(e)  The  vanishing  point  of  any  line  lying  in  a  plane  will  be 
found  in  the  vanishing  trace  of  the  plane. 

Therefore,  the  vanishing  points  of  all  horizontal  lines  will  he 
fou7id  in  the  horizoyi  (§  20). 

{d)  The  vanishing  trace  of  any  plane  will  Ix;  determined  by 
the  vanishing  points  of  any  two  lines  that  lie  in  it,  and  nuist  con- 
tain the  vanishing  points  of  all  lines  that  lie  in  it. 

(e)  The  vanishing  point  of  the  intersection  of  two  planes  \Aill 
be  found  at  the  intersections  of  the  vanishing  traces  of  the  two  planes. 
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To  the  live  axioms  of  perspective  jjrojection  already  stated 
may  be  added  the  foUowing  thi-ee  truths  concerning  the  construc- 
tion of  the  ix^rspective  projection  :  — 

(/')  The  perspective  of  any  point  in  space  is  where  the 
visual  ray  through  the  point  pierces  that  picture  plane  (§  7). 

(//)  The  25erspective  of  the  vanishing  point  of  any  system  of 
lines  is  where  the  visual  element  of  that  system  pierces  the  pic- 
ture plane. 

Rule  for  finding  the  perspective  of  the  vaninhing  point  of  any 
system  of  lines : — Dratv  an  element  of  the  system  through  the  ob- 
server''s  eye,  and  find  ivhere  it  pierces  the  picture  plane. 

(h)  Any  point,  line,  or  surface  which  lies  in  the  picture 
plane  will  be  its  own  perspective,  and  show  in  its  true  size  and 
shape. 

2').  Knowing  how  to  find  the  perepective  of  any  point,  and 
how  to  find  tlie  vanishing  point  of  any  system  of  lines,  any  prob- 
lem in  perspective  may  be  solved.  Therefore,  it  may  be  said 
that  the  whole  process  of  making  a  perspective  projection  reduces 
itself  to  the  problem  of  finding  where  a  line  pierces  a  plane. 

Before  proceeding  farther,  the  student  should  review  the 
first  twenty-five  paragraphs  by  answering  carefully  the  following 
questions  :  — 

(1)  What  does  a  perspective  projection  represent? 

(2)  What  is  a  visual  ray? 

(3)  How  is  a  perspective  projection  formed  ? 

(4)  How  does  a  perspective  projection  differ  from  an  ortho- 
graphic projection  ? 

(5)  What  is  the  plane  called  on  which  the  perspective  pro 
jection  is  made  ? 

(6)  What  is  meant  by  the  term  Station  Point? 

(7)  What  is  the  most  important  phenomenon  of  perspective 

(8)  What  is  meant  by  a  system  of  lines  ? 

(9)  AVhat  is  meant  by  a  system  of  planes  ? 

(10)  What  is  a  visual  element? 

(11)  Define  vanishing  point. 

(12)  Define  vanishing  trace. 

(13)  Describe  the  position  of  the  vanishing  point  of  any  syt? 
tern  of  lines. 
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(14)  Give  the  five  axioms  of  perspective. 

(15)  Do  parallel  lines  in  space  really  converge? 

(16)  Do  the   perspective   projections    of  parallel   lines  really 
converge? 

(17)  Where  will  the  perspective  projections  of  parallel  lines 
meet? 

(18)  How  is  the  perspective  of  any  point  found? 

(19)  How  is  the   perspective   of  the   vanishing  point   of  any 
system  of  lines  found  ? 

(20)  What  will  he  the  perspective  of  a  straight  line  ? 

(21)  What  is  meant  hy  the  horizon  ? 

(22)  What  is  meant  hy  the  plane  of  the  horizon  ? 

THE    PLANES   OF    PROJECTION. 

2G.  Two  planes  of  projection  at  riglit  angles  to  one  another, 
one  vertical  and  the  other  horizontal,  are  used  in  making  a  per- 
spective.    In  Fig.  7  these  two  planes  are  shown  in  oblique  pro- 


jection. The  vertical  plane  is  the  picture  phme  (§  6  and  Fig.  7) 
on  which  the  perspective  projection  is  made,  and  corres[)onds 
exactly  to  the  vertical  plane,  or  vertical  coordinate  used  i'i  ortho- 
graphic projections. 
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27.  The  horizontal  phme,  or  plane  of  the  horizon  (§  20  and 
Fig.  7),  always  pauses  tlirough  the  assumed  jjosition  of  the  observer's 
eye,  and  corresponds  exactly  to  the  horizontal  plane  or  horizontal 
coordinate  used  in  oi  thographic  projections. 

28.  All  points,  lines,  surfaces,  or  solids  in  space,  the  per- 
spective projections  of  which  are  to  be  found,  are  represented  by 
their  ortiiographic  projections  on  these  two  planes,  and  their  per- 
spectives ai-e  determined  from  these  projections. 

29.  Besides  these  two  principal  planes  of  projection,  a  tliird 
plane  is  used  to  represent  the  plane  on  which  the  object  is  sup- 
posed to  rest  (Fig.  7).  Tliis  third  plane  is  horizontal,  and  is 
called  the  plane  of  the  ground.  Its  relation  to  the  plane  of  the 
horizon  determines  the  nature  of  the  perspective  projection.  To 
illustrate  :  The  observer's  eye  must  ahvays  be  in  the  plane  of  the 
horizon  (§  27),  while  the  object,  the  persj^ective  of  which  is  to  be 
made,  is  usually  supposed  to  rest  upon  the  plane  of  the  ground. 
In  most  cases  the  plane  of  the  ground  will  also  be  the  plane  on 
which  the  observer  is  supposed  to  stand,  but  this  will  not  always 
be  true.  The  observer  may  be  standing  at  a  much  higher  level 
than  the  plane  on  which  the  object  rests,  or  he  may  be  standing 
below  that  jjlane.  It  is  evident,  therefore,  that  if  the  plane  of 
the  ground  is  chosen  far  below  the  plane  of  the  horizon,  the 
observer's  eye  mil  be  far  above  the  object,  and  the  resulting  per- 
spective projection  will  be  a  "  bird's-eye  view."  If,  on  the  other 
hand,  the  phuie  of  the  ground  is  chosen  above  the  plane  of  the 
horizon,  the  observer's  eye  will  be  below  the  object,  and  the  re- 
sulting })erspective  projection  will  show  the  object  as  though 
being  viewed  from  below.  This  has  sometimes  been  called  a 
"  worm's-eye  view,"  or  a  "  toad's-eye  view."  - 

Usually  the  plane  of  the  ground  is  chosen  so  that  the  dis- 
tance between  it  and  the  plane  of  the  hoiizon  is  about  equal  (at 
the  scale  of  the  drawing)  to  the  height  of  a  man.  This  is  the  posi- 
tion indicated  in  Fig.  7,  and  the  resulting  perspective  will  show 
the  object  as  though  seen  by  a  man  standing  on  the  plane  on 
which  the  object  rests. 

30.  The  intersection  of  the  picture  plane  and  the  plane  of  the 
horizon  corresponds  to  the  gromid  line  used  in  the  study  of  pro- 
jections, in  Mechanical  Dramng.     For  more  advanced  work,  how- 
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ever,  there  is  some  objection  to  this  term.  The  intersection  of 
the  two  coordinate  planes  has  really  no  connection  with  the 
gTonnd,  and  if  the  term  "  ground  line  "  is  used,  it  is  apt  to  result 
in  a  confusion  between  the  intersection  of  the  two  coordinate 
planes,  and  the  intersection  of  the  auxiliary  plane  of  the  ground, 
with  the  picture  plane. 

31.  Tlie  intersection  of  the  two  coordinate  planes  is  usually 
lettered  VII  on  the  picture  plane,  and  IIPP  on  the  plane  of  the 
horizon.  (See  Fig.  7.)  That  is  to  say :  When  the  vertical  plane 
is  being  considered,  VH  represents  the  intersection  of  that  plane 
with  the  plane  of  the  horizon.  It  should  also  be  considered  as 
the  vertical  projection  of  the  plane  of  the  Jiorizon.  See  jMechani- 
cal  Drawing  Part  III,  page  5,  paragraph  in  italics.  All  points, 
lines,  or  surfaces  lying  in  the  plane  of  the  horizon  will  have  their 
vertical  projection  in  VH. 

32.  On  the  other  hand,  when  the  horizontal  plane  is  being 
considered,  HPP  rej)resents  the  intersection  of  the  two  planes, 
and  also  the  horizontal  projection  of  the  picture  plane.  All  points, 
lines,  or  surfaces  in  the  picture  plane  will  have  their  horizontal 
projections  in  HPP.  Thus,  instead  of  considering  the  inter- 
section of  the  two  coordinate  planes  a  single  line,  it  should  be 
considered  the  coincidence  of  two  lines,  i.e. :  First,  the  vertical 
projection  of  the  plane  of  the  horizon;  second,  the  horizontal 
projection  of  the  picture  plane. 

33.  The  plane  of  the  ground  is  always  represented  by 
its  intersection  with  the  picture  plane  (see  VH^  Fig.  7).  Its 
only  use  is  to  determine  the  relation  between  the  plane  of 
the  horizon  and  the  plane  on  which  the  object  rests  (§  29). 
The  true  distance  between  these  two  planes  is  always  shown 
by  the  distance  between  VH  and  VH^  as  drawn  on  the  picture 
plane. 

34.  To  find  the  perspective  of  a  point  determined  by  its 
vertical  and  horizontal  projections. 

Fig.  8  is  an  oblique  projection  showing  the  two  coordinate 
planes  at  right  angles  to  each  other.  The  assumed  position  of 
the    plane    of    the    ground    is   indicated    by   its   vertical    trace 


87 


16  PERSPECTIVE   DRAWING. 

Note.  —  The  vertical  trace  of  any  plane  is  the  intei'section  of 
that  i)hine  with  the  vertical  coordinate.  The  horizontal  trace  of 
any  plane  is  the  intersection  of  that  plane  Avitli  the  horizontal 
coordinate. 

The  assumed  position  of  the  station  point  is  indicated  by  its 
two  projections,  SP^  and  SP".  Since  the  station  point  lies  in 
tlie  plane  of  the  horizon  (§  27),  it  is  evident  that  its  true  position 
must  coincide  with  SP",  and  that  (§  31)  its  vertical  projection 
must  be  found  in  VH,  as  indicated  in  the  figure.  Let  the  point  a 
represent  any  jjoint  in  space.  The  perspective  of  the  point  a  will 
be  at  a^,  where  a  visual  ray  through  the  point  a  pierces  the  pic- 
ture plane  (§  24).  We  may  find  a^  in  the  following  manner,  by 
using  the  orthographic  projections  of  the  point  a^,  instead  of  the 
point  itself,  a^  represents  the  Jwrizontal  projection,  and  a^  repre- 
sents the  vertical  projection  of  the  point  ct.  A  line  drawn  from 
the  vertical  projection  of  the  point  a  to  the  vertical  projection  of 
the  station  point,  will  represent  the  vertical  projection  of  the  visual 
ray,  which  passes  through  the  j)oint  a.  In  Fig.  8  this  vertical 
projection  is  represented  by  the  line  drawn  on  the  picture  plane 
from  a^^  to  SP^. 

A  line  drawn  from  the  horizontal  projection  of  a  to  the  hori- 
zontal projection  of  the  station  point  will  represent  the  horizontal 
projection  of  the  visual  ray,  which  passes  through  the  point  a.  In 
Fig.  8,  this  horizontal  projection  is  represented  by  the  line  draA^n 
on  the  plane  of  the  horizon  from  a^  to  SP^^  Thus  we  have, 
drawn  upon  the  planes  of  projection,  the  vertical  and  horizontal 
projections  of  the  point  a,  and  the  vertical  and  horizontal  projec- 
tions of  the  visual  ray  passing  between  the  j^oint  a  and  the  station 
point. 

35.  We  must  now  find  the  intersection  of  the  visual  ray 
with  the  picture  plane.  This  intersection  will  be  a  point  in  the 
picture  plane.  It  is  evident  that  its  vertical  jDrojection  must  coin- 
cide with  the  intersection  itself,  and  that  its  horizontal  projection 
must  be  in  HPP  (§  32).  But  this  intersection  must  also  be  on 
the  visual  ray  through  the  point  a,  and  consequently  the  horizon- 
tal projection  of  this  intereection  must  be  on  the  horizontal  pro- 
jection of  the  visual  ray.  Therefore,  the  horizontal  projection  of 
this  intersection  must  be  the  point  ??i",  where  the  line  between 
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SP^  and  a^  crosses  HPP.  The  vertical  projection  of  this  inter- 
section must  be  vertically  in  line  with  this  point,  and  on  the  line 
drawn  between  SP"^  and  a\  and  hence  at  9n^.  Since  the  vertical 
projection  of  the  intersection  coincides  with  the  intersection 
itself,  a^  (coincident  with  771^")  nnist  be  the  perspective  of  the 
point  a. 

36.  This  is  the  method  of  finding  the  perspective  of  any 
point,  having  given  the  vertical  and  horizontal  projections  of 
the  point  and  of  the  station  point.  The  method  may  be  stated 
briefly  as  follows  :  — 

Draw  through  the  horizontal  projection  of  the  point  and  the 
horizontal  projection  of  the  station  point,  a  line  representing  the 
horizontal  projection  of  the  visual  ray,  which  passes  through 
the  point.  Through  the  intersection  of  this  line  with  HPP,  draw 
a  vertical  line.  The  perspective  of  the  point  will  be  found  where 
this  vertical  line  crosses  the  vertical  projection  of  tlie  visual  ray, 
drawn  tln-ough  SP^  and  a^. 

37.  It  would  evidently  be  inconvenient  to  work  upon  two 
planes  at  right  angles  to  one  another,  as  shown  in  Fig.  8.  To 
avoid  tliis,  and  to  make  it  possible  to  work  upon  a  plane  sur- 
face, the  picture  plane  (or  vertical  coordinate)  is  supposed  to 
be  revolved  about  its  intersection  with  the  plane  of  the  horizon, 
until  the  two  coincide  and  form  one  surface.  The  direction  of 
this  revolution  is  indicated  by  the  arrows  s^  and  .%.  After  revo- 
lution, the  two  coordinate  planes  will  coincide,  and  the  vertical 
and  horizontal  projections  overlap  one  another,  as  indicated  in 
Pig.  9. 

It  will  be  noticed  that  the  coincidence  of  the  two  planes  in 
no  way  interferes  with  the  method  given  in  §  36,  of  finding  the 
perspective  Qi^y  of  the  point  a,  from  the  vertical  and  horizontal 
projections  of  the  point.  Thus,  the  horizontal  projection  of  the 
visual  ray  through  the  point  will  be  seen,  drawn  from  SP"  to  a^, 
and  intersecting  HPP  in  the  [)oint  011}^.  The  vertical  projection 
of  the  visual  ray  througli  the  point  will  be  seen  passing  from 
SP^  to  a^.  And  a^  is  found  upon  the  vertical  projection  of  the 
visual  ray,  directly  under  «<". 

It  will  readily  be  undei'stood  that  in  a  complicated  problem, 
the  overlapping  of  the  vertical  and  horizontal  projections  might 
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result  in  some  confusion.  It  is,  therefore,  usually  customary, 
after  liavino-  revolved  the  two  coordinate  planes  into  the  position 
shown  ill  Fig.  0,  to  slide  them  apart  iu  a  direction  perpejidicular 
to  their  Hue  of  intersection^  until  the  two  planes  occupy  a  position 
similar  to  that  shown  in  Fig.  9a. 

38.  It  will  be  renienibered  from  the  course  on  projections 
which  the  student  is  supposed  to  have  taken,  that  horizontal  pro- 
jections must  always  he  compared  with  horizontal,  and  never  with 
vertical  jyrojections,  and  that  in  the  same  way,  veriical  projections 
must  always  he  compared  with  vertical,  and  never  with  horizontal 
projections.  It  is  evident  that  in  sliding  the  planes  apart,  the 
relations  between  the  projections  on  the  vertical  j)hine  will  not  be 
disturbed,  nor  will  the  relations  between  the  projections  on  the 
horizontal  plane,  and  consequently  it  will  make  no  difference 
how  far  apart  the  two  coordinate  planes  are  drawn,  provided  that 
horizontal  and  vertical  projections  of  the  same  points  are  always 
kept  in  line.  Thus,  in  Fig.  9a,  it  will  be  seen  that  in  drawing 
the  phmes  aDart,''^'^'  has  been  kept  in  line  with  a^^,  m^'  with  m^, 
SP^^  with  SP",  etc. 

39.  It  will  be  observed  that  in  sliding  the  planes  apart,  their 
line  of  intersection  has  been  separated  into  its  two  projections 
(§§  31  and  32).  HPP,  being  on  the  plane  of  the  horizon  or  hori- 
zontal cooj'dinate,  is  the  horizontal  projection  of  the  intersection  of 
the  two  planes,  while  Vll,  being  on  the  picture  plane  or  vertical 
coordinate,  is  the  vertical  projection  of  the  intersection  of  the  two 
planes.  In  the  original  position  of  the  planes  (Fig.  9)  these 
two  projections  were  coincident.  The  distance  between  HPP 
and  VH  alwaj^s  represents  the  distance  through  which  the  planes 
have  been  slid.  This  distance  is  inunaterial,  and  will  have  no 
effect  on  the  perspective  drawing,  ^^li  represents  the  vertical 
trace  of  the  plane  of  the  ground. 

In  this  figure,  as  in  the  case  of  Fig.  9,  the  student  should 
follow  through  the  construction  of  the  i)erspective  of  the  point  a, 
applying  the  method  of  §  36. 

40.  Fig.  10  shows  the  position  of  the  two  coordinate  planes 
aP-d  of  the  plane  of  the  ground,  as  they  are  usually  represented 
on  the  drawing  board  in  making  a  perspective  drawing.  It  is 
essentially  the  same   thing  as  Fig.  9a,  except  that  the  hitter  was 
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shown  in  oblique  projection  in  order  that  its  development  from 
the  original  position  of  the  planes  (Fig.  8)  might  be  followed 
more  readily.  The  two  coordinate  planes  are  supposed  to  lie  in 
the  plane  of  the  paper. 

UPP  represents  the  horizontal  projection  of  the  pictnre 
plane,  and  VH  represents  the  vertical  |)rojection  of  tlie  plane  of 
the  horizon. 

As  horizontal  projections  are  never  compared  with  vertical 
projections  (§  38),  HPP  may  be  drawn  as  far  from,  or  as  near, 
VH  as  desired,  without  in  any 
way  affecting  the  resulting  per- 
spective drawing.  HPP  and  VH 
were  coincident  in  Fig.  9,  and  the 
distance  between  them  in  Fig.  10 
simply  shows  the  distance  that  the 
two  planes  have  been  slid  apart,  as 
illustrated  in  Fig.  9a.  As  already 
stated,  this  distance  is  immaterial, 
and  may  be  made  whatever  is  most 
convenient,  according  to  the  nature 
of  the  problem. 

If  HPP  should  be  placed 
nearer  the  top  of  the  sheet,  a^  and 
SP^^,  both  being  horizontal  projec- 
tions, would  follow  it,  the  relation 
between  these  horizontal  projec- 
tions always  being  preserved. 

On  the  other  hand,  SP^,  a^\  a^,  VH,  and  VHj,  all  being  pro- 
jections  on  the  vertical  plane,  must  preserve  their  relation  with 
one  another,  and  will  in  no  way  be  affected  if  the  group  of 
projections  on  tlie  horizontal  coordinate  is  moved  nearer  or 
farther  away.  It  must  be  borne  in  mind,  however,  that,  in  all 
cases,  the  vertical  and  horizontal  projections  of  corresponding 
points  must  be  kept  vertically  in  line.  Thus,  a^^  must  always  be 
vertically  in  line  with  a^.  The  vertical  distance  between  these 
two  projections  does  not  matter,  provided  the  distance  from 
a"  to  HPP,  or  the  distance  from  a^  to  VH,  is  not  changed.  This 
point  cannot  be  too  strongly  emphasized. 
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41.  Suppose  it  is  desired  to  deteriiiiue  from  Fig.  10  how 
far  the  station  point  lies  in  front  of  the  pietnre  plane.  This  is  a 
horizontal  distance,  and  therefore  will  be  shown  by  the  distance 
between  the  horizontal  projection  of  the  station  point  and  the 
horizontal  projection  of  the  picture  plane,  or,  in  other  words,  by 
the  distance  between  SP"  and  HPP. 

42.  The  point  a  is  a  certain  distance  above  or  below  the 
plane  of  the  horizon.  This  is  a  vertical  distance,  and  will  be 
slio\\n  ])y  the  distance  between  the  vertical  projection  of  the  point 
a  and  the  vertical  projection  of  the  plane  of  the  horizon ;  in  other 
words,  by  the  distance  between  d^  and  VH.  It  will  be  seen  that 
in  Fig.  10  the  point  a  lies  below  the  plane  of  the  horizon. 

43.  If  it  be  desired  to  find  how  far  in  front  or  behind  the 
picture  j^lane  the  point  a  lies,  this  is  a  Jiorizontal  distance,  and 
will  be  shown  by  the  distance  between  the  Jiorizontal  projection  of 
the  picture  plane  and  horizontal  projection  of  the  j^oint  a,  that  is, 
by  the  distance  between  HPP  and  a^.  In  Fig.  10  the  point  a 
lies  behind  the  picture  plane. 

44.  The  distance  between  the  plane  of  the  ground  and  the 
plane  of  the  horizon  is  a  vertical  distance,  and  will  be  shown  by 
the  distance  between  the  vertical  projection  of  the  plane  of  the 
horizon  and  the  vertical  projection  of  the  plane  of  the  ground  ;  i.e., 
the  distance  between  VH  and  VIIj.  The  distance  between  the 
observer's  eye  and  the  plane  of  the  ground  is  also  a  vertical  dis- 
tance, and  will  be  shown  by  the  distance  between  SP^  and  VH^ ; 
but  as  SP^  must  always  be  found  in  VH,  the  distance  of  the 
observer's  eye  above  the  plane  of  the  ground  will  always  be  showai 
by  the  distance  between  VH  and  VHj. 

45.  To  find  the  perspective  of  the  point  a,  Fig.  10,  draw  the 
visual  ray  through  the  point,  and  find  where  this  visual  ray  pierces 
the  j)icture  plane  (§  24/).  The  horizontal  projection  of  the 
visual  ray  is  shown  by  the  line  R^  drawn  through  the  horizontal 
projection  SP^^  of  the  observer's  eye  and  the  horizontal  pro- 
jection a"  of  the  point  a.  The  vertical  projection  of  the  visual 
ray  is  shown  by  the  line  R^  drawn  through  the  vertical  projec- 
tion SP^  of  the  observer's  eye  and  the  vertical  projection  a7 
of  the  point  a.  This  visual  ray  pierces  the  picture  plane  at 
the    point   a^'    on    R"^'    vertically   in   line    with   the    point  where 
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R^  crosses  HPP  (§§  85  and  36).     a^  is  the  perspective  of  the 
point  a. 

Note.  —  To  find  where  any  line,  represented  by  its  liorizon- 
tal  and  vertical  projections,  pierces  the  picture  plane,  is  one  of 
the  most  used  and  most  important  problems  in  perspective  projec- 
tion. The  point  where  any  line  pierces  the  picture  plane  will 
always  be  found  on  the  vertical  projection  of  the  line,  vertically 
above  or  below  the  point  where  the  horizontal  projection  of  the 
line  crosses  HFP  (§§  35  and  36). 

NOTATION. 

46.  In  order  to  avoid  confusion  between  the  vertical,  hori- 
zontal, and  perspective  projections  of  the  points  and  lines  in  tlie 
drawing,  it  becomes  necessary  to  adopt  some  systematic  method 
of  lettering  the  different  points  and  lines.  The  following  method 
will  be  fonnd  convenient,  and  has  been  adopted  in  these  notes. 

If  the  student  will  letter  each  point  or  line  as  it  is  found,  in 
accordance  mth  this  notation,  he  will  be  able  to  read  his  drawings 
at  a  glance,  and  any  desired  projection  of  a  point  or  line  may  be 
recognized  instantly. 

The  picture  plane  (or  vertical  coordinate)  is  indicated  by 
the  capital  letters  PP. 

The  plane  of  the  Jioi'lzon  (or  horizontal  coordinate)  is  indi- 
cated by  the  capital  letter  H. 

A  point  in  space  is  indicated  by  a  small  letter. 

The  same  small  letter  with  an  index  \  ",  or  ^',  indicates  its 
vertical,  horizontal,  or  perspective  projection,  respectively. 

A  line  in  sj^ace  is  indicated  by  a  capital  letter,  nsually  one  of 
the  first  letters  in  the  alphabet. 

The  same  capital  letter  with  an  index  ^',  ",  or  ^',  indicates  its 
ve7'tical,  horizontal,  or  perspective  projection,  respectivel}\ 

All  lines  which  belong  to  the  same  system  may  be  designated 
by  the  same  letter,  the  different  lines  being  distinguished  by  the 
subordinate  i,  o,  z-,  etc.,  j)laced  after  the  letter. 

The  trace  of  a  plane  upon  the  picture  plane  is  indicated  by  a 
capital  letter  (usually  one  of  the  last  letters  in  the  alphabet)  with 
a  capital  V  placed  before  it. 
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The  same  letter  preceded  by  a  capital  H  indicates  the  trace 
of  the  plane  upon  the  horizontal  coordinate. 

The  perspective  of  the  vanishing  trace  of  a  system  of  planes  is 
indicated  by  a  capital  letter  preceded  by  a  capital  T. 

Tlie  perspective  of  the  vanishing  j^oint  of  a  system  of  lines  is 
indicated  by  a  small  v  witli  an  index  corresponding  to  the  letter 
of  the  lines  which  belong  to  the  system. 

PP  =  vertical  coordinate,  or  picture  plane. 

IIPP  =  horizontal  trace  of  the  vertical  coordinate,  or  picture 
plane. 

H=  horizontal  coordinate,  or  plane  of  the  horizon. 

VH  =  vertical  trace  of  the  horizontal  coordinate,  or  plane  of 
the  horizon. 

Hi  =  plane  of  the  ground. 

VHj  =  vertical  trace  of  the  plane  of  the  ground. 

a  =  point  in  space. 

a'^  =  vertical  projection  of  the  point. 

a^  =  horizontal  projection  of  the  point. 

a^  =  perspective  projection  of  the  point. 

A  =  line  in  space. 

A"^  =  vertical  projection  of  the  line. 

A^  =  perspective  projection  of  the  line. 

VS  =  trace  of  the  plane  S  upon  PP  (vertical  trace). 

HS  =  trace  of  the  plane  S  upon  H  (horizontal  trace). 

TS  =  perspective  of  the  vanishing  trace  of  the  j^lane  S.  (See 
Note  1  belo\A^) 

v^  =  perspective  of  the  vanishing  point  of  a  system  of  lines, 
the  elements  of  which  are  lettered  Ai,  A.,,  A3,  A 4,  etc.  (See  Note 
2  below.) 

NoTK  1. —  A  plane  in  space  may  also  be  designated  by  the 
letters  of  any  two  lines  which  lie  in  it.  Thus,  the  plane  AB 
would  be  a  plane  oetermined  by  the  two  lines  A  and  B.  TAB 
would  indicate  the  perspective  of  the  vanishing  trace  of  the  plane. 

Note  2.  —  A  straight  line  may  be  designated  by  the  letters 
of  any  two  points  which  lie  in  it.  Thus,  the  line  ah  would  be  a 
straight  line  determined  by  the  two  points  a  and  h.  v'*^  would  indi- 
cate the  perspective  of  the  vanishing  point  of  the  line.  It  is  some- 
times convenient  to  use  this  notation  in  jjlace  of  the  general  one. 
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ELEMENTARY   PROBLEMS. 

47.  PTfOBLEiM  I.  Fig.  11.  To  find  the  perspective  of  a 
point.  The  point  to  be  situated  j"  behind  the  picture  plane,  and 
y  above  the  plane  of  the  horizon.  The  observer's  eye  to  be  ',"  in 
front  of  the  picture  plane. 

First  assume  HPP  and  VH  (§  40).  These  lines  may  be  drawn 
anywhere  on  the  paper,  HPP  usually  being  placed  some  distance 
above  VH,  in  order  to  avoid  confusion  between  horizontal  and 
vertical  projections.  The  position  of  the  point  with  respect  to  the 
coordinate  planes  must  now  be  established  by  means  of  its  verti- 
cal and  horizontal  projections,  a^  located  i"  above  VH  will  rep- 
resent the  vertical  projection  of  the  point.  Its  horizontal 
projection  must  be  vertically  in  line  with  rt^';  and  since  the  point 


Fig.  12 


IS  to  be  i''  behind  the  picture  plane,  its  horizontal  projection  must 
be  i"  behind  the  horizontal  projection  of  the  picture  plane,  i.e., 
i"  behind  HPP.  Next  establish  the  position  of  the  observer's  eye, 
or  station  point.  Its  vertical  projection  (SP^')  may  be  assumed 
anywhere  in  VH.  Its  horizontal  projection  (SP^)  must  be  verti- 
cally in  line  with  SP^  and  4"  in  front  of  HPP.  The  perspective 
of  the  point  a  will  be  wliere  the  visual  ray  through  the  point 
pierces  the  picture  plane.  A  line  R"  drawn  through  SP"  and 
a^  will  be  the  horizontal  projection  of  this  visual  ray.  Its  verti- 
cal projection  will  be  the  line  R"^  drawn  through  SV^'  and  rt\ 
The  perspective  a^  of  the  point  will  be  foiuid  on  R^  vertically 
in  line  with  the  intersection  of  R^^  and  HPP  (§  45,  note).  Com- 
pare with  the  construction  shown  in  Fig.  10  and  Fig  8. 
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48.    Figs.  12,  13,  and  14  illustrate  this  same  problem. 

Ill  Fig.  1 2,  the  point  a,  as  shown  by  its  vertical  and  horizon- 
tal projections,  is  situated  i"  heJoiu  the  plane  of  the  horizon  and 
\"  behind  the  picture  plane,     a^  is  the  perspective  of  the  point. 


HPP 


Fig.  13 


HFF 


Fig.  14 


In  Fig.  13,  the  point  a  is  ^'''  above  the  plane  of  the  horizon 
and  I"  in  front  of  the  picture  plane,     a^  is  its  perspective. 

In  Fig.  14,  the  point  a  is  |"  below  the  plane  of  the  horizo'a 
and  ^"  in  front  of  the  picture  plane,     a^  is  its  perspective. 

49.  PROBLEM  11.  Fig.  15.  To  find  the  perspective  of 
a  line,  the  line  being  determined  by  its  vertical  and  horizontal 
projections. 

Let  HPP  and  VH  be  given  as  indicated  in  the  figure.  Let 
A^  represent  the  horizontal  projection  of  the  line,  its  two  ex- 
tremities being  represented  by  a^  and  h^,  respectively.     Similarly, 

let  A^  be  the  vertical  projec- 


XHPP 


tion  of  the  Une,  d^  and  b^ 
being  the  vertical  projections 
of  its  extremities.  Let  the 
position  of  the  observer's  eye 
be  as  indicated  by  SP^'  and 
SP^. 

The  perspective  of  the 
point  a  has  been  found  by 
Problem  I.  at  a^.  The  per- 
spective of  the  point  b  has  been  found  by  Problem  I.  at  h^.  The 
line  (A^),  joining  a^  and  6^,  will  be  the  perspective  of  the  given 
line.     (See  note  under  §  23.) 
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50.  PROBLEM  III.  Fig.  16.  Having  given  the  vertical 
and  horizontal  projection  of  any  line,  to  find  the  perspective  of 
its  vanishing  point. 

Let  the  line  be  given  by  its  vertical  and  horizontal  projections 
(A''^  and  A°),  as  indicated  in  the  figure.  SP*^  and  SP^^  represent 
the  position  oi  the  observer's  eye.    To  find  the  perspective  of  the 


Fig.  16 

HPP 


HPP 


Fig.  17 


HPP 


Fig. 18 


vanishing  point  of  any  line,  draw  through  the  observer's  eye  an 
element  of  the  system  to  which  the  line  belongs,  and  find  where  this 
element  pierces  the  picture  plane  (§  24  ^).  Through  SP^  draw 
Ai"  parallel  to  AH,  and  through  SP^  draw  A/  parallel  to  A'^. 
Ai^  and  A-J  represent  the  two  projections  of  a  line  passing  through 
the  observer's  eye  and  parallel  to  A^A'^. 
This  line  pierces  the  picture  plane  at  v^, 
giving  the  perspective  of  the  required  vanish- 
ing  point  (§  45,  note).  The  perspectives  of 
all  lines  parallel  to  A'^A^  will  meet  at  v^. 

Figs.  17    and    18    illustrate    this   same 
problem. 

51.    In  Fig.  17,  the  line,  as  shown  by  its 
two  projections,  is  a  horizontal  one ;  hence, 
Aj  drawn  through  SP^  coincides  with  VH, 
and  the  vanishing  point  for  the  system  of  the  lines  must  bo  found 
on  VH  at   v*,  as  indicated  (§  24  <;). 

Note.  —  Systems  of  lines  which  vanish  upward  will  have 
their  vanishing  points  above  VH.  Systems  of  lines  which  vanish 
downward  will  have  their  vanishing  points  below  VH  (§  16). 
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62.  In  Fig.  18,  the  given  line  is  perpendicular  to  the  picture 
plane ;  hence,  Aj'^  nuist  be  a  point  coincident  with  SP^ ;  and  as 
r*  will  ahvays  he  found  on  A/,  the  vanishing  point  of  the  line 
must  coincide  with  SP^. 

Note,  —  In  a  perspective  drawng,  the  vanishing  point  for 
a  system  of  lines  perpendicular  to  the  picture  plane  will  always 
coincide  with  the  vertical  projection  of  the  observer's  eye. 


METHOD  OF  THE  REVOLVED  PLAN. 

53.  PROBLEiNI  IV.  Fig.  19.  To  find  the  perspective  of 
a  rectangular  block  resting  upon  a  horizontal  plane  1"  below  the 
level  of  the  eye,  and  turned  so  that  the  long  side  of  the  block 
makes  an  angle  of  3o°  with  the  picture  plane. 

Tlje  block  is  shown  in  plan  and  elevation  at  the  left  of  the 
figure.  The  first  step  will  be  to  make  an  auxiliary  horizontal  pro- 
jection of  the  block  on  the  plane  of  the  horizon,  sho^\ang  the  exact 
position  of  the  block  as  it  is  to  be  seen  in  the  perspective  projec- 
tion. This  auxiliary  horizontal  projection  is  really  a  revolved 
plan  of  the  object,  and  is  called  a  Diagram.  It  is  the  general 
rule,  in  making  a  perspective  projection,  to  place  the  object  behind 
the  picture  plane  with  one  of  its  principal  vertical  lines  lying  in 
the  picture  plane  (21  Ji).  HPP  is  usually  drawn  near  the  upper 
edge  of  the  paper,  leaving  just  room  enough  behind  to  place  the 
auxiliary  plan  or  diagram.  In  the  figure  the  diagram  is  shown 
in  the  required  position,  i.e.,  with  one  of  its  long  sides  (ahfe) 
making  an  angle  of  80'*  with  the  picture  plane.  The  vertical  edge» 
(ae)  of  the  block  is  supposed  to  lie  in  the  picture  plane.  VH 
may  now  be  drawn  parallel  to  HPP  at  any  convenient  distance 
from  it,  as  indicated.  VH^,  the  vertical  trace  of  the  plane  on 
which  the  block  is  supposed  to  rest,  should  be  assumed  in  accord- 
ance with  the  given  data,  i.e.,  1"  below  VH  (§  14). 

The  position  of  the  observer's  eye  should  next  be  established. 
SP"  is  its  horizontal  projection,  and  shows  b}-  its  distance  from 
HPP  the  distance  in  front  of  the  picture  plfiue  at  which  the  ob- 
server is  supposed  to  stand.  SP"^  is  its  vertical  projection,  and  must 
always  be  found  in  VH.  In  this  problem  the  station  point  is  1 1" 
in  front  of  the  picture  plane. 
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Note.  —  As  a  general  rule,  it  is  well  to  assume  the  station 
point  on  a  vertical  line  half  way  between  two  lines  dropped  from 
the  extreme  edges  of  the  diagram,  as  indicated.  This  is  not 
necessary,  but,  as  will  be  explained  later^  it  usually  insures  a 
more  pleasing  perspective  projection. 

Next  find  tlie  vanishing  points  for  the  different  systems  of 
lines  in  the  object  (§  12).  There  are  three  systems  of  lines  in  the 
block,  formed  by  its  three  sets  of  parallel  edges. 

1st.  A  system  formed  by  the  four  horizontal  edges  vanishing 
to  the  right :   ah^  ef,  dc,  and  kg. 

2d,  A  system  formed  by  the  four  horizontal  edges  vanishing 
towards  the  left:  ad,  ek,  he,  andfi/. 

3d.    A  system  formed  by  the  four  vertical  edges. 

First  find  the  vanishing  point  for  the  system  parallel  to  ah 
by  drawing  through  the  station  point  a  line  parallel  to  ah  and 
finding  where  it  pierces  the  picture  plane  (21:  [/).  A"  drawn 
through  SP^^  is  the  horizontal  projection  of  such  a  line.  Its  ver- 
tical projection  (A'^'),  drawn  through  SP^',  ^yill  coincide  with  VH, 
and  its  vanishing  point  will  be  found  on  VH  at  v^^  [^51).  All 
lines  in  the  perspective  of  the  object  that  are  parallel  to  ah  will 
meet  at  v^''  {§  21  a).  In  a  similar  manner  find  w'"\  which  will 
be  the  vanishing   point  for  all  lines  parallel  to  ad. 

51.  If  the  method  for  finding  any  vanishing  point  is  applied 
to  the  system  of  vertical  lines,  it  will  be  found  that  this  vanishing- 
point  will  lie  vertically  over  SP"^  at  infinity.  That  is  to  say, 
since  all  vertical  lines  are  parallel  to  the  picture  plane,  if  a  ver- 
tical line  is  drawn  through  the  station  point,  it  will  never  pierce 
the  picture  plane.  Therefore  (21  ^),  the  perspective  of  the  van- 
ishing point  of  a  vertical  line  cannot  be  found  within  any  finite 
limits,  but  will  be  verticaJlij  over  SP^,  and  at  an  infinite  distance 
from  it.  In  a  perspective  projection  all  vertical  lines  are  drawn 
actually  vertical,  and  not  converniiuj  towards  one  another. 

Note.  —  This  is  true  of  all  lines  in  an  object  which  are 
jjarallel  to  the  picture  plane.  Thus,  the  perspective  of  any  line 
which  is  parallel  to  the  picture  plane,  will  actually  be  parallel  to  the 
line  itself;  and  the  perspectives  of  the  elements  of  a  system  of  lines 
2')arallel  to  the  picture  plane,  will  he  draivn  parallel  to,  and  not  con- 
verging towards,  one  another.     That  this  must  be  so,  is  evident, 


103 


28  PERSPECTIVE   DRAWING. 

since,  if  tlic  perspectives  of  such  a  system  of  lines  did  converge 
towards  one  another,  they  woukl  meet  within  finite  hmits.  But 
it  has  just  been  found  that  tlie  perspective  of  the  vanishing  point 
of  such  a  system  is  at  infinity.  The  perspectives  of  the  elements 
of  any  system  can  meet  only  at  the  perspective  of  their  vanish- 
ing point,  and  must,  therefore,  in  a  system  parallel  to  the  picture 
plane,  be  drawn  parallel  to  one  another. 

The  directions  of  the  perspectives  of  all  lines  in  the  object 
have  now  been  determined,  and  will  be  as  follows : 
All  lines  parallel  to  ah  will  meet  at  v^^\ 
All  lines  parallel  to  ad  will  meet  at  v^^^. 
All  vertical  lines  will  be  drawn  vertical. 

Since  the  point  e  is  in  the  base  of  the  object,  it  lies  on  the 
plane  of  the  ground,  and  also,  since  the  line  ae  lies  in  the  picture 
plane,  the  point  e  must  lie  on  the  intersection  of  the  plane  of  the 
ground  with  the  picture  plane.  Therefore,  the  point  e  must  lie 
in  VHj,  and  must  be  vertically  under  the  point  e  in  the  diagram. 
Since  the  point  e  lies  in  the  picture  plane,  it  will  be  its  own  per- 
spective ;  and  e^  will  be  found  on  VH^,  vertically  under  e  in  the 
diagram,  as  showni  in  the  figure.  From  e^  the  perspective  of  the 
lower  edges  of  the  cube  will  vanish  at  v^^  and  v^'^,  respectively, 
as  indicated. 

/^'  is  the  perspective  of  the  point/,  and  will  be  found  on  the 
lower  edge  of  the  block,  vertically  under  the  intersection  of  HPP 
with  the  horizontal  projection  of  the  visual  ray  drawn  through  the 
point/  in  the  diagram. 

-  Similarly,  k^  is  found  on  the  lower  edge  of  the  block,  verti- 
cally under  the  intersection  of  HPP  and  the  visual  ray  drawn 
through  the  point  k  in  the  diagram. 

Vertical  lines  drawn  through  /^,  e^,  and  k^,  will  represent  the 
perspectives  of  the  visible  vertical  edges  of  the  block. 

The  edge  e^a^  being  in  the  picture  plane  will  be  its  own  per- 
spective, and  show  in  its  true  size  (§  24  A).  Therefore,  a^  may  be 
estabUshed  by  making  the  distance  e^a^'  equal  to  e^a^  as  taken 
from  the  given  elevation.  From  a^  two  of  the  upper  horizontal 
edges  of  the  block  will  vanish  at  v^^  and  v*'',  respectively,  estab- 
lishing the  points  h^  and  <F,  by  their  intersections  with  the  vertical 
edges  drawn  through  1^  and/^,  respectively.     Lines  drawn  through 
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iF  and  b^,  and  vanishing  respectively  at  y''''  and  v-"\  Avill  intersect 
at  c^,  and  complete  the  perspective  of  the  block. 

Before  going  farther  in  the  notes,  the  stndent  should  solve 
the  ]iroblenis  on  Plate  I. 

LINES  OF  MEASURES. 

55.  Any  line  which  lies  in  the  picture  plane  will  be  its  own 
perspective,  and  show  the  true  length  of  the  line  (2-1  A).  Such 
a  line  is  called  a  Line  of  Measures. 

In  the  last  problem,  the  line  ae,  being  in  the  picture  plane, 
was  a  line  of  measures  ;  that  is  to  say,  its  length  cou-ld  be  laid  off 
directly  from  the  given  data,  and  from  this  length  the  lengths  of 
the  remaining  lines  in  the  perspective  drawing  could  be  established. 
Fig.  20  shows  a  similar  problem.  The  line  ae  lies  in  the  picture 
plane,  and  a^e^  is,  therefore,  a  line  of  measures  for  the  object. 

56.  Besides  this  principal  line  of  measures,  other  lines  of 
measures  may  easily  be  established  by  extending  any  vertical  plane 
iu  the  object  until  it  intersects  the  picture  plane.  This  intersec- 
tion, since  it  lies  in  the  picture  plane,  will  show  in  its  true  size, 
and  will  be  an  auxiliary  line  of  measures.  All  points  in  it  will 
show  at  their  true  height  above  the  plane  of  the  ground.  Thus, 
in  Fig.  20,  a^e^  is  the  principal  line  of  measures,  and  shows  the 
true  height  of  the  block.  If  the  rear  vertical  faces  of  the  block 
are  extended  till  they  intersect  the  picture  plane,  these  intersec- 
tions (rn^n^  and  o^2>^')  will  l)e  auxiliary  lines  of  measures,  and  will 
also  show  the  true  height  of  the  block.  It  will  be  noticed  in  the 
figure  that  7)i^ii^  and  o^'jj^  are  each  equal  to  a^e^.  Either  one  of 
these  lines  could  have  been  used  to  determine  the  vertical  height 
of  the  perspective  of  the  block.  For  illustration,  suppose  it  is  de- 
sired to  find  the  height  of  the  perspective,  using  the  line  o^y.>^  as 
the  line  of  measures.  Assume  the  vanishing  points  (r-"^  and  r''^'') 
for  the  two  systems  of  horizontal  edges  in  the  block  to  have  been 
established  as  in  the  previous  case.  Now  extend  the  line  h<;  (in 
the  diagram),  Avhich  represents  the  liorizontal  [)rojcclion  of  the 
face  chf,  till  it  intersects  IIPP.  From  this  intersection  drop  a 
vertical  line  oj)  which  will  represent  the  intersection  of  the  vertical 
face  chf  with  the  picture  plane,  and  will  be  a  line  of  measures  for 
the  face,    p^,  where  this  line  of  measures  intersects  Vlli,  will  be  the 
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point  where  the  lower  horizontal  edge  (produced)  of  the  face  cbf 
intersects  the  picture  plane.  Measure  off  the  distance  jt>^o^  equal 
to  the  true  height  of  the  block,  as  given  by  the  elevation.  Two 
lines  druNNu  through  6^  and  |>^  respectively,  and  Aanishing  at  v^'^^ 
will  I'epresent  the  perspectives  of  the  upper  and  lower  edges  of  the 
face  cbf^  produced.  The  perspective  (h^^-,  of  the  point  5,  will  be 
found  on  the  perspective  of  the  upper  edge  of  the  face  cbj\  verti- 
cally b*'l()\v  the  intersection  of  HPP  with  the  horizontal  projection 
of  a  visual  ray  drawn  through  the  point  h  in  the  diagram.  A  ver- 
tical line  through  h^  will  intersect  the  lower  horizontal  edge  of  the 
face  chf  in  the  point /^.  Lines  drawn  respectively  through  h^  and 
/^,  vanishing  at  v^^,  will  establish  the  perspectives  of  the  upper 
and  loAver  horizontal  edges  of  the  face  ahfe  The  points  a^  and 
e^  will  be  found  vertically  under  the  points  a  and  e  in  the  diagram. 
The  remainder  of  the  perspective  projection  may  now  easily  be 
determined. 

57.  The  perspectives  of  any  points  on  the  faces  of  the  block 
may  be  found  by  means  of  the  diagram  and  one  of  the  lines  of 
measures. 

Let  the  points  g^\  h^,  k^^  and  T',  in  the  given  elevation,  de- 
termine a  square  on  the  face  ahfe  of  the  block.  Let  the  points 
g,  li,  k,  and  /,  represent  the  position  of  the  square  in  the  diagram. 
Extend  the  upper  and  lower  horizontal  edges  of  the  square,  as 
shown  in  elevation,  until  they  intersect  the  vertical  edge  a^'e^ 
in  the  points  i^  and  r^'.  To  determine  the  perspective  of  the 
square,  lay  off  on  a^e^,  which  is  a  line  of  measures  for  the  face 
ahfe,  the  divisions  t^  and  v^  taken  directly  from  the  elevation. 
Two  lines  drawn  through  t^  and  v^'  respectively,  vanishing  at  v^^\ 
will  represent  the  perspectives  of  the  upper  and  lower  edges  (pro- 
duced) of  the  square,  g^  will  be  found  on  tlie  perspective  of  the 
upper  edge,  vertically  under  the  intersection  of  HPP  with  the 
horizontal  projection  of  a  visual  ray  drawn  through  the  point  g  in 
the  diagram.  The  jjosition  of  Jc^'  may  be  established  in  a  sinnlar 
manner.  Vertical  lines  drawn  through  g^  and  k^  respectively, 
will  complete  the  perspective  of  the  square. 

58.  The  auxiliary  line  of  measures  o^'p^  might  have  been 
used  instead  of  a^e^.  In  this  case,  o^p^  should  be  divided  by  the 
points  w^  and  ?/^,  in  the  same  way  that  ae,  in  elevation,  is  divided 
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by  the  points  t  and  v.  Through  ?r^'  and  y^\  draw  horizontal  lines 
lying  in  the  plane  chf,  for  which  o^p^  is  a  line  of  measures.  These 
lines  will  vanish  at  t''"\  and  intersect  the  vertical  edge  h^'f^  of  the 
block.  From  these  intersections  draw  horizontal  lines  lying  in 
the  plane  ahif,  vanishing  at  v""^',  and  representing  the  upper  and 
lower  edges  of  the  square.  The  remainder  of  the  square  may  be 
determined  as  in  the  previous  case. 

In   a  similar  manner,  the  auxiliary  line    of    measures  m^n^ 
might  liave  been  used  to  determine   the   u]^)per  and  lower  edges  of 


the  square.     This  construction  has  been  indicated,  and  the  student 
should  follow  it  through. 

59.  It  sometimes  happens  that  no  line  in  the  object  lies  in 
the  picture  plane.  In  such  a  case  there  is  no  principal  line  of 
measures,  and  some  vertical  j^lane  in  the  object  must  be  extended 
until  it  intersects  the  picture  plane,  forming  by  this  intersection 
an  auxiliary  line  of  measures.  Fig.  21  illustrates  such  a  case.  A 
rectauf^ular  block,  similar  to   those   shown   in   Figs.  19  and  20,  is 
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situated  some  distance  behind  the  picture  phme,  as  indicated  by 
the  rehitive  positions  of  HPP  and  the  diagram. 

Its  pei-spective  projection  Avill  evidently  be  smaller  than  if 
the  vertical  edge  ae  were  in  the  picture  plane,  as  was  the  case  in 
Figs.  19  and  20,  and  the  perspective  of  ae  will  evidently  be 
shorter  tlian  the  true  length  of  ae.  There  is,  therefore,  no  line  in 
the  object  that  can  be  used  for  a  line  of  measures.  It  becomes 
necessary  to  extend  one  of  the  vertical  faces  of  the  block  until  it 
intersects  the  picture  plane,  and  shows  by  the  intersection  its 
true  vertical  height.  Thus,  the  plane  ahfe  has  been  extended,  as 
indicated  in  the  diagram,  until  it  intersects  the  picture  plane  in 
the  line  mn.  This  intersection  is  an  auxiliary  line  of  measures 
for  the  plane  ahfe,  and  m^n^  shows  the  true  vertical  height  of  this 
plane. 

Either  of  the  other  vertical  faces  of  the  block,  as  well  as  the 
face  ahfe,  might  have  been  extended  until  it  intersected  the 
picture  plane,  and  fonned  by  this  intersection  a  line  of  measures 
"for  the  block. 

The  vanishing  points  for  the  various  systems  of  lines  have 
been  found  as  in  the  previous  cases. 

From  m^  and  n^,  the  horizontal  edges  of  the  face  ahfe  vanish 
to  v^^.  a^  will  be  found  on  the  upper  e(}igt  of  this  face,  vertically 
below  the  intersection  of  HPP  with  the  horizontal  projection  of 
the  visual  ray  through  the  point  a  in  the  diagram.  A  vertical 
line  through  a^  will  represent  the  perspective  of  the  nearest  verti- 
cal edge  of  the  block,  and  will  establish  the  position  of  e^. 

In  a  similar  manner,  h^  will  be  found  vertically  below  the 
intersection  of  HPP  with  the  horizontal  projection  of  the  visual 
ray  through  the  point  h  in  the  diagram.  A  vertical  line  through 
h^  will  establish/^',  and  complete  the  perspective  of  the  face  ahfe. 
Having  found  the  perspective  of  this  face,  the  remainder  of  the 
block  may  be  determined  as  in  the  previous  problems. 

Note.  —  Instead  of  being  some  distance  behind  the  picture 
plane,  the  block  might  have  been  wholly  or  partly  in  front  of  the 
picture  plane.  In  any  case,  find  the  intersection  with  the  picture 
plane  of  some  vertical  face  of  the  block  (produced,  if  necessary). 
This  intersection  will  show  the  true  vertical  height  of  the  block. 

At  this  point  the  student  should  solve  Plate  II. 
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60.  PROBLEM  V.  Fig.  22.  To  find  the  perspective  of  a 
house,  the  projections  of  which  are  given. 

The  j^lan,  front,  and  side  elevations  of  the  lionse  are  shown 
in  the  figure.  Tlie  side  elevation  corresponds  to  the  projection 
on  the  profile  plan,  nsed  in  the  study  of  projections.  This  prob- 
lem is  a  further  illustration  of  the  method  of  revolved  plan  and 
of  the  use  of  horizontal  vanishing  points  and  auxiliary  lines  of 
measures.  It  is  very  similar  to  the  three  previous  problems  on 
the  rectangular  blocks. 

The  first  step  in  the  construction  of  the  perspective  projec- 
tion is  to  make  a  diagram  (§  53)  which  shall  show  the  horizontal 
projections  of  all  the  features  that  are  to  appear  in  the  drawing. 
The  diagram  should  be  placed  at  the  top  of  the  sheet,  and  turned 
so  that  the  sides  of  the  house  make  the  desired  angles  with  the 
picture  plane.  In  Fig.  22  the  diagram  is  shown  with  the  long 
side  making  an  angle  of  30°  with  the  picture  plane.  The  roof 
lines,  the  chimney,  and  the  positions  of  all  windows,  doors,  etc., 
that  are  to  be  visible  in  the  perspective  projection,  will  be  seen 
marked  on  the  diagram. 

The  nearest  vertical  edge  of  the  house  is  to  lie  in  the  picture 
plane.  This  is  indicated  by  drawing  HPP  through  the  corner  of 
the  diagram  which  represents  this  nearest  edge. 

VH  may  be  chosen  at  any  convenient  distance  below  HPP. 

The  position  of  the  station  point  is  shown  in  the  figure  by 
its  two  projections  SP^  and  SP^^.  SP^  must  always  be  in  VH. 
The  distance  between  SP^  and  HPP  shows  the  distance  of  the 
observer's  eye  in  front  of  the  picture  plane  (§  43). 

v''^^  and  z'^*^  may  be  found  as  in  the  preceding  problems. 

The  position  of  the  plane  on  which  the  object  is  to  rest 
should  next  be  established  by  drawing  VHj,  the  distance  between 
VH  and  VHj  showing  the  height  of  the  observer's  eye  above  the 
ground  (§  44). 

In  addition  to  the  plane  of  the  ground  represented  by  VII^ 
a  second  ground  plane,  represented  by  VH^,  has  been  chosen  some 
distance  below  VH^,  In  the  figure,  two  perspective  projections 
have  been  found,  one  resting  on  each  of  these  two  ground  planes. 
The  perspective  which  rests  upon  the  plane  represented  by  VHj 
shows  the  house  as  though  seen  by  a  man  standing  with  his  eyes 
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nearly  on  a  level  with  the  tops  of  the  windows  (§  29).  The  view 
which  rests  on  the  plane  represented  by  VHg  shows  a  bird's-eye 
view  of  the  house,  in  which  the  eye  of  the  observer  (always  in 
VH)  is  at  a  distance  above  the  plane  on  which  the  view  rests, 
equal  to  about  two  and  one-half  times  the  height  of  the  ridge  of 
the  house  above  the  ground. 

The?  3  two  perspective  projections  illustrate  the  effect  of 
chanofinor  the  distance  between  VH  and  the  vertical  trace  CS  34, 
note)  of  the  plane  on  which  the  perspective  projection  is  supposed 
to  rest.  The  construction  of  both  views  is  exactly  the  same. 
The  following  explanation  applies  to  both  equally  well,  and  the 
student  may  consider  either  in  studying  the  problem. 

61.  We  will  first  neglect  the  roof  of  the  house,  and  of  the 
porch.  The  remaining  portion  of  the  house  will  be  seen  to  con- 
sist of  two  rectangular  blocks,  one  representing  the  main  body  of 
the  house,  and  the  other  representing  the  porch. 

The  block  representing  the  main  part  of  the  house  occupies 
a  position  exactly  similar  to  that  of  the  block  shown  in  Fig.  19. 
First  consider  this  block  irrespective  of  the  remainder  of  the 
house.  A  vertical  line  dropped  from  the  corner  of  the  diagram 
that  lies  in  HPP  will  be  a  measure  line  for  the  block,  and  will 
establish,  by  its  intersection  with  VH^  (or  VH^),  the  position  of 
the  point  e^,  in  exactly  the  same  way  that  the  point  e^  in  Fig.  19 
was  established,  e^a^  shows  the  true  height  of  the  part  of  the 
house  under  consideration,  and  should  be  made  equal  to  the  cor- 
responding height  a^e^\  as  shown  by  tl^e  elevations.  The  rec- 
tangular block  representing  the  main  part  of  the  house  may  now 
be  drawn  exactly  as  was  the  block  in  Fig.  19,  Problem  IV. 

62.  Having  found  the  persjjective  of  the  main  part  of  the 
house,  the  porch  (without  its  roof)  may  be  considered  as  a  second 
rectangular  block,  no  vertical  edge  of  which  lies  in  the  picture 
plane.  It  may  be  treated  in  a  manner  exactly  similar  to  that  of 
the  block  slioAvn  in  Fig.  21,  §  59.  We  may  consider  that  the  rea?' 
vertical  face  of  the  block,  which  forms  the  porch  of  the  house 
(g,  q),  has  been  extended  until  it  intersects  the  picture  plane  in 
the  line  rte,  giving  a  line  of  measures  for  this  face,  just  as  in 
Fig.  21  the  nearest  vertical  face  of  the  block  was  extended  until 
it  intersected  the  picture  plane  in  the  line  of  measures  mn. 
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On  e^a^,  make  e^c^  equal  to  the  true  height  of  the  vertical 
wall  of  the  j)orch,  as  given  by  the  elevation.  A  line  through  e^, 
vanishing  at  v"^",  will  be  the  perspective  of  the  upper  horizontal 
edge  of  the  rear  face  of  the  block  which  forms  the  porch.  The 
line  through  e^,  vanishing  at  v'"^^',  which  forms  the  lower  edge  of 
the  front  face  of  the  main  body  of  the  house,  also  foi'ms  the  lower 
edge  of  the  rear  face  of  the  porch.  Through  the  jioint  h  in  the 
diagram,  draw  a  visual  ray,  and  through  the  intersection  of  this 
visual  ray  with  HPP  drop  a  vertical  line.  Where  this  vertical 
line  crosses  the  upper  and  lower  horizontal  edges  of  the  rear  face 
of  the  porch,  will  establish  the  points  g^  and  h^  respectively. 
Having  found  the  vertical  edge  (/^h^,  the  remainder  of  the  per- 
spective of  the  porch  (except  the  roof)  can  be  found  without 
difficulty,  the  horizontal  edges  of  the  porch  vanishing  at  either 
^ab  Qj.  ^ad^  according  to  the  system  to  which  they  belong.  Each 
vertical  edge  of  the  porch  will  be  vertically  below  the  point  where 
HPP  is  crossed  by  a  visual  ray  drawn  through  the  point  in  the 
diagram  which  represents  that  edge.  The  fact  that  the  jDorch 
projects,  in  part,  in  front  of  the  jjicture  plane,  as  indicated  by  the 
relation  between  the  positions  of  the  diagram  and  HPP,  makes 
absolutely  no  difference  in  the  construction  of  the  jierspective 
projection. 

All  of  the  vertical  construction  lines  have  not  been  shown  in 
the  figure,  as  this  would  have  made  the  drawing  too  confusing. 
The  student  should  be  sure  that  he  understands  how  every  j^oint 
in  the  perspective  projecticn  has  been  obtained,  and,  if  necessary, 
should  complete  the  vertical  construction  lilies  with  pencil. 

63.  Having  found  the  perspective  of  the  vertical  walls  of 
the  main  body  of  the  house,  and  of  the  porch,  the  next  step  will 
be  to  consider  the  roof  of  the  main  part  of  the  house. 

Imasfine  the  horizontal  line  tic,  which  forms  the  rido-e  of  the 
roof,  to  be  extended  until  it  intersects  the  picture  plane.  This 
is  shown  on  the  diagram  by  the  extension  of  the  line  tw  until  it 
intersects  HPP.  From  this  intersection  droj)  a  vertical  line,  as 
indicated  in  the  figure.  This  vertical  line  may  be  considered  to 
be  the  line  of  measures  for  an  imaginary  vertical  plane  passing 
through  the  ridge  of  the  house,  as  indicated  by  the  dotted  lines 
in  the  plan  and  elevations  of  the  house.     Ou  this  line  of  meas- 
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ures,  lay  off  the  distance  nin  measured  from  YIIj  (or  VHj),  equal 
to  the  true  height  of  the  ridge  above  the  ground  as  given  by  the 
elevations  of  the  house.  A  line  draw^i  from  the  point  m^  vanish- 
ing at  v^^^  will  represent  the  ridge  of  the  house,  indefinitely  ex- 
tended. From  the  j)oints  t  and  w  in  the  diagram  draw  visual 
rays.  From  the  intersections  of  these  visual  rays  with  HPP 
drop  vertical  lines  which  will  establish  the  positions  of  t^  and  iv^ 
on  the  perspective  of  the  ridge  of  the  roof.  Lines  drawn  from 
iF  and  lo^  to  the  corners  of  the  vertical  walls  of  the  house,  as  in- 
dicated, will  complete  the  perspective  of  the  roof. 

To  find  the  perspective  of  the  porch  roof,  draw  a  visual  ray 
through  the  point  y  on  the  diagram,  and  from  its  intersection 
with  HPP  drop  a  vertical.  Where  this  vertical  crosses  the  line 
ciFh^  will  give  y^ ^  one  point  in  the  persi)ective  of  the  ridge  of 
the  porch.  The  perspective  of  the  ridge  will  be  represented  by 
a  line  through  ?/^,  vanishing  at  f •'"^.  The  point  z^  in  the  ridge 
will  be  vertically  below  the  intersection  of  HPP  with  the  visual 
ray  drawn  through  the  point  z  on  the  diagram.  Lines  drawn 
from  y^  and  s^  to  the  corners  of  the  vertical  walls  of  the  porch, 
as  indicated,  will  complete  the  perspective  of  the  porch  roof. 

64.  The  perspective  of  the  chimney  must  now  be  found. 
It  will  be  seen  that  the  chimney  is  formed  by  a  rectangular  block ; 
and  if  it  is  supposed  to  extend  down  through  the  house,  and  rest 
upon  the  ground,  it  will  Ije  a  block  under  exactly  the  same  con- 
ditions as  the  one  shown  in  Fig.  21,  §  59.  In  order  to  find  its 
pei-spective,  extend  its  front  vertical  face,  as  indicated  on  the 
diagram,  till  it  intersects  HPP.  A  vertical  line  dropped  from 
this  intersection  will  be  a  line  of  measures  for  the  front  face  of 
the  chimney,  and  the  distance  x>s^  laid  off  on  this  line  from  VH^ 
(or  VII.,),  will  show  the  true  height  of  the  top  of  the  chimney  above 
the  ground,  as  given  on  the  elevation.  The  distance  so,  measured 
from  the  point  s  on  the  line  of  measures,  will  be  the  true  vertical 
height  of  the  face  of  the  chimney  that  is  visible  above  the  roof. 
Lines  through  s  and  o,  vanishing  at  v^^\  Mill  represent  the  hori- 
zontal edges  of  the  front  visible  face  of  the  chimney.  The  vertical 
edges  of  this  face  will  be  found  vertically  below  the  points  where 
HPP  is  crossed  by  the  visual  rays  drawn  through  the  horizontal 
projections  of  these  edges  on  the  diagram. 
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Having  determined  tlie  perspective  of  the  front  face  of  the 
chimney,  the  perspectives  of  the  remaining  edges  may  be  found  as 
in  the  cases  of  the  rectangular  blocks  already  discussedo  From 
the  point  r  in  the  diagram,  where  the  ridge  of  the  roof  intersects 
the  left  hand  vertical  face  of  the  chimney,  draw  a  visual  ray 
intersecting  HPP,  and  from  this  intersection  drop  a  vertical  line 
to  the  perspective  of  tlie  ridge  of  the  house,  giving  the  perspec- 
tive (r^)  of  the  point  where  the  ridge  intersects  the  left  hand 
face  of  the  chimney.  A  line  drawn  from  r^  to  the  nearest  lower 
corner  of  the  front  face  of  the  chimney  will  be  tlie  perspective  of 
the  intersection  of  the  plane  of  the  roof  with  the  left  hand  face 
of  the  chimney. 

65.  The  problem  of  finding  the  perspectives  of  the  ^^■indows 
and  door  is  exactly  similar  to  that  of  finding  the  perspective  of 
tlie  square  IigM  on  the  surface  of  the  block  shown  in  Fig.  20. 

It  will  be  noticed  that  the  intersection  with  the  picture  plane 
of  the  left  hand  vertical  face  of  the  porch  gives  a  line  of  meas- 
ures (§  55  and  §  59,  note)  for  this  face.  This  line  may  be  used 
conveniently  in  establishing  the  height  of  the  window  in  the 
porch. 

At  this  point  in  the  course  the  student  should  solve  Plate  III. 

VANISHING    POINTS   OF   OBLIQUE    LINES. 

66.  The  perspective  of  the  house  in  tlie  last  problem  was 
completely  drawn,  using  only  the  vanishing  points  for  the  two 
principal  systems  of  horizontal  lines.  By  this  method  it  is  pos- 
sible to  find  the  perspective  projection  of  any  object.  But  it  is 
often  advisable,  for  the  sake  of  greater  accuracy,  to  determine  the 
vanishing  points  for  systems  of  oblique  lines  in  the  object,  in  addi- 
tion to  the  vanisliing  points  for  the  horizontal  systems. 

Take,  for  example,  the  lines  g^y^  and  .i^z^'  in  Fig.  22,  The 
perspective  projections  of  thnse  two  lines  were  obtained  by  first 
finding  the  points  g'^,  y^,  x^,  an  I  z^,  and  then  connet-ting  g^  with  y^, 
and  x^'  with  z^.  As  the  distances  between  g  and  y,  and  x  and  z, 
are  very  short,  a  slight  inaccuracy  in  determining  the  positions  of 
their  perspectives  might  result  in  a  very  appreciable  inaccuracy  in 
the  directions  of  the  two  lines  g^y^  and  x^'z^\     These  two  lines 
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belong  to  the  same  system,  and  should  approach  one  another  as 
they  recede.  Unless  the  points  whicli  determine  them  are  found 
w  ilh  great  care,  the  two  lines  may  approach  too  rapidly,  or  even 
diverge,  as  they  recede  from  the  eye.  In  the  latter  case,  the 
drawing  -would  be  absolutely  wrong  in  principle,  and  the  result 
would  be  very  disagreeable  to  the  trained  eye.  If,  however,  the 
perspective  of  the  vanishing  point  of  the  system  to  which  these 
two  lines  belong,  can  be  found,  and  the  two  lines  be  drawn 
to  meet  at  this  vanishing  point,  the  result  will  necessarily  be 
accurate. 

The  line  through  r^,  which  forms  the  intersection  between  the 
roof  of  the  hoiise  and  the  left  hand  face  of  the  chimney,  is  a  still 
more  diflicult  one  to  determine  accurately.  Its  length  is  so  short 
that  it  is  almost  impossible  to  establish  its  exact  direction  from 
the  ixjrspective  projections  of  its  extremities.  If  the  perspective 
of  its  vanishing  point  can  be  found,  however,  its  direction  at  once 
becomes  definitely  determined. 

G7.  It  is  not  a  difficult  matter  to  find  the  perspective  of  the 
vanishing  point  for  each  system  of  lines  in  an  object.  The  method 
is  illustrated  in  Fig.  23.  The  general  method  for  finding  the 
perspective  of  the  vanishing  point  for  any  system  of  lines  has 
already  been  stated  in  §  24^,  and  illustrated  in  Figs.  16,  17,  and 
18,  §§  50,  51,  and  52.  It  remains  only  to  adaj^t  the  general 
method  to  a  particular  problem,  such  as  that  shown  in  Fig.  23. 

The  plan  and  elevation  of  a  house  are  given  at  the  left  of 
the  figure.  The  diagram  has  been  drawn  at  the  top  of  the  sheet, 
turned  at  the  desired  angle.  The  assumed  position  of  the  station 
point  is  indicated  by  its  two  projections,  SP^  and  SP^.  VH 
necessarilj^  passes  through  SP"^'. 

G8.  In  order  to  find  the  perspective  of  the  vanishing  point 
of  any  system  of  lines,  the  vertical  and  horizontal  projections  of 
some  element  of  the  system  must  be  known  (see  method  of  Prob- 
lem III.).  The  diagram  gives  the  horizontal  projection  of  every 
line  in  the  object  which  is  to  appear  in  the  perspective  projection. 
The  diagram,  however,  has  been  turned  through  a  certain  hori- 
zontal angle  in  order  to  show  the  desired  perspective  view,  and 
there  is  no  revolved  elevation  to  agree  with  the  revolved  position 
of  the  diagram.     A  revolved  elevation  could,  of  course,  be  con- 
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structed  by  revolving  the  given  plan  of  the  object  until  all  its 
lines  were  parallel  to  the  corresponding  lines  in  the  diagram,  and 
then  finding  the  revolved  elevation  of  the  object  corresponding  to 
the  revolved  position  of  the  2)lan. 

Note.  —  The  method  of  constructing  a  revolved  elevation 
has  been  explained  in  detail  in  the  Instruction  Paper  on  Mechan- 
ical Drawing,  Part  III.,  Page  12. 

Having  constructed  the  i evolved  plan  and  elevation  of  the 
object  to  agree  with  the  position  of  the  diagram,  we  should  then 
have  the  vertical  and  horizontal  projections  of  a  line  parallel  to 
each  line  that  is  to  appear  in  the  perspective  drawing,  and  the 
method  of  Problem  III.  could  be  a]3plied  directly. 

Tins  isexactly  the  process  that  will  be  followed  in  finding 
the  vanishing  points  for  the  oblique  lines  in  the  object,  except 
that  instead  of  making  a  complete  revolved  j)lan  and  elevation 
of  the  house,  each  system  of  lines  will  be  considered  by  itself, 
and  the  revolved  plan  and  elevation  of  each  line  will  be  found 
as  it  is  needed,  without  regard  to  the  remaining  lines  in  the 
object. 

69.  All  the  lines  in  tlie  house  belong  to  one  of  eleven 
different  systems  that  may  be  described  as  follows  :  — 

A  vertical  system,  to  which  all  the  vertical  lines  in  the  house 
belong.  The  perspective  of  the  vanishing  point  of  this 
system  cannot  be  found  within  finite  limits  (§  54). 

Two  horizontal  systems  parallel  respectively  to  ab  and  ad 
(see  diagram).  The  perspectives  of  the  vanishing  points 
of  these  systems  will  be  found  in  VH  (§  24  <?,  note). 

Five  systems  of  lines  vanishing  upward,  parallel  respectively  to 
of,  hg,  mn,  on,  and  hJc  (see  diagram).  The  perspectives  of 
the  vanishing  points  of  these  systems  will  be  found  to  lie 
above  VH  (§  51,  note). 
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Three  systems  of  lines  vanishing  downward,  parallel  respec- 
tively to  /tZ,  gc,  and  M  (see  diagram).  Tlie  perspectives 
of  the  vanishing  points  of  these  systems  will  be  found  be- 
low YII  (§  51,  note). 

NOTE.  —  To  determine  whether  a  line  vanishes  upward  or 
downward,  proceed  as  follows  :  — 

Examine  the  direction  of  the  line  as  shown  in  the  dia- 
gram. Determine  which  end  of  tlie  line  is  the  farther  behind 
the  picture  plane.  If  the  more  distant  end  of  the  line  is  above 
the  nearer  end,  the  line  vanishes  iipward,  and  the  jierspective 
of  its  vanishing  point  will  be  found  above  VH. 

If,  on  the  other  hand,  the  7nore  distant  end  of  the  line 
is  loiver  than  the  nearer  end,  the  line  vanishes  dozvnward,  and 
the  perspective  of  its  vanishing  point  will  be  found  below 
VH. 

For  illustration,  consider  the  line  bg.  The  diagram  shows 
the  point  g  to  be  farther  behind  the  picture  plane  than  the  point 
b,  while  the  given  elevation  shows  the  point  g  to  be  higher  than 
the  point  h.  Therefore  the  line  rises  as  it  recedes,  or,  in  other 
words,  it  vanishes  upivard. 

In  the  case  of  the  line  fd,  the  diagram  shows  the  point  d  to 
be  farther  behind  the  j^icture  plane  than  the  point  /,  while  the 
elevation  shows  the  point  d  to  be  lower  than  the  point  /.  There- 
fore the  line  must  vanish  downward,  and  its  vanishing  point  be 
found  be'ow  VH. 

If  '^;ae.  horizontal  projection  cf  a  line,  as  shown  by  the  dia^ 
gram,  is  parallel  to  HPP,  the  line  itself  is  parallel  to  the  picture 
plane,  and  the  perspective  of  its  vanishing  point  cannot  be  found 
within  finite  limits  (§  54,  note).     The  perspective  projections  of  such  a 
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system  of  lines  ivill  show  the  true  angle  u'hich  the  elements  of  the 
system  make  with  the  horizontal  coordinate, 

70.  The  construction  for  the  vanishing  points  in  Fig.  23  is 
shown  by  dot  and  dash  lines. 

The  vanishing  points  for  the  two  systems  of  horizontal  lines 
have  been  found  at  ?>"''  and  v^"^  respectively,  as  in  the  preceding 
problems. 

Next  consider  the  line  af.  The  first  step  is  to  construct  a 
revolved  plan  and  elevation  of  this  line  to  agree  with  the  position 
of  the  diagram.  Revolve  the  horizontal  projection  (ft"/'")  of  the 
line  in  the  given  plan  about  the  point/",  until  it  is  parallel  to  the 
line  af  in  the  diagram.  During  this  revolution,  the  point  /" 
remains  stationary,  while  the  point  «"  describes  a  horizontal  arc, 
until  rt"/""  has  revolved  into  the  position  shown  by  the  red  line 
fti"/",  which  is  parallel  to  the  line  afiw  the  diagram.  The  vertical 
projection  d^f^'  must,  of  course,  revolve  with  the  horizontal  j)rojec- 
tion.  The  point  f"  remains  stationary,  while  the  horizontal  are- 
described  by  the  point  a  shows  in  vertical  projection  as  a  horizon- 
tal line.  At  every  point  of  the  revolution  the  vertical  projection 
of  the  point  a  must  be  vertically  in  line  with  its  horizontal  pro- 
jection. When  a^  has  reached  the  position  a^,  a^  will  be  vertically 
above  a^  at  the  point  re/,  and  o^f  will  be  the  revolved  elevation 
of  the  line. 

We  now  have  the  vertical  and  horizontal  projections  (a-^f^ 
and  (i^f^)  of  an  element  of  the  system  to  which  the  roof  line,  rep- 
resented in  the  diagram  by  af  belongs.  The  vanishing  point  of  this 
system  may  be  determined  as  in  Problem  III.  Draw  tlirough 
SP"  a  line  parallel  to  a^f^  (or  af  in  the  diagram),  representing 
the  hoiizontal  projection  of  the  visual  element  of  the  system. 
Draw  through  SP^  a  line  parallel  to  a^f^,  representing  the  verti- 
cal projection  of  the  visual  element  of  the  system.  The  visual 
element,  represented  by  the  two  projections  just  drawn,  pierces 
the  picture  plane  at  w^^  (§  45,  note),  giving  the  perspective  of 
the  vanishing  point  for  tiie  roof  line,  represented  by  af  in  the 
diagram. 

In  a  similar  manner  the  vanishing  point  for  the  roof  line, 
represented  in  the  diagram  by  hg,  may  be  determined.  First  find, 
from  the  given  plan  and  elevation  of  the  object,  a  revolved  plan 
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and  elevation  of  h<j,  to  agree  with  the  position  of  the  line  in  the 
diagram.  Revolve  h^g^  in  the  given  plan  about  the  point  ^", 
until  it  is  parallel  to  hg  in  the  diagram,  and  occupies  tlie  position 
indicated  by  the  line  ^i"^".  The  corresponding  revolved  elevation 
is  represented  by  the  red  line  l^'(/. 

h^g^  and  h^g^  now  represent  respectively  the  horizontal 
and  vertical  projections  of  an  element  of  the  system  to  which  the 
roof  line,  represented  by  hg  in  the  diagram,  belongs.  The  vanish- 
ing point  of  this  system  can  be  found  by  Problem  III.  Through 
SP"  draw  a  line  parallel  to  h^^g^  (or  hg  in  the  diagram),  repre- 
senting the  horizontal  projection  of  the  visual  element  of  the  sys- 
tem ;  and  through  SP'^  draw  a  line  parallel  to  h^g^,  representing 
the  vertical  projection  of  their  visual  element.  The  visual  ele- 
ment, represented  by  these  two  projections,  pierces  the  picture 
plane  at  v''^,  giving  tlie  perspective  of  the  vanishing  point  of  the 
roof  line,  represented  in  the  diagram  l^y  the  line  hg. 

By  a  similar  process,  h^k^  and  li^k^  are  found  to  represent 
respectively  the  horizontal  and  vertical  projections  of  an  element 
of  the  system  to  which  belongsthe  roof  line  represented  in  the 
diagram  by  the  line  hk.  The  perspective  of  the  vanishing  point 
of  this  line  has  been  found  at  v^"^. 

^af^  yhs^  j^^(j  ^hk  i^ave  all  bccu  found  to  lie  above  VH  (§51. 
note). 

71.  v***,  v^**,  and  v^  are  found  exactly  as  were  »**,  »''s, 
and  v^'*^ ;  but,  as  the  systems  to  which  they  belong  vanish  down- 
ward, they  will  lie  below  VH  (§  51,  note). 

Thus,  P^d]^  and  f^d^  are  respectively  the  horizontal  and 
vertical  projections  of  an  element  of  the  system  represented  by/c? 
in  the  diagram.  A  line  drawn  through  SP",  parallel  to  f^d^  (or 
fd  in  the  diagram),  will  intersect  HPP  in  the  j)oint  iv.  A  verti- 
cal line  through  w  will  intersect  a  line  through  SP^  parallel  to 
/Vc?!^,  below  VH. 

72.  Having  found  the  perspectives  of  these  vanishing  points, 
the  perspectives  of  the  vanishing  traces  of  all  the  planes  in  tlie 
object  should  be  drawn  as  a  test  of  the  accuracy  Avith  which  the 
vanishing  points  have  been  constructed.  The  roof  planes  in 
the  house  are  lettered  with  the  capital  letters  M,  N,  O,  P,  etc., 
on  the  diagram. 
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The  plane  O  contains  the  lines  a/",  ad,  and  fd.  Therefore,  the 
vanishing  trace  (TO)  of  the  plane  must  be  a  straight  line  passing 
through  the  three  vanishing  points,  v''*\  v''"\  and  v^'^  (§  24  d).  If 
all  three  of  these  vanishing  points  do  not  lie  in  a  straight  line,  it 
shows  some  inaccuracy,  either  in  draughting  or  in  the  method 
used  in  finding  some  of  the  vanishing  points.  The  student  should 
not  be  content  until  the  accuracy  of  his  work  is  proved  by  draw- 
ing the  vanishing  trace  of  each  plane  in  the  object  through  the 
vanishing  points  of  all  lines  that  lie  in  that  plane. 

The  plane  M  contains  the  lines /H,  go,  and  da.  The  last  line 
belongs  to  the  system  ah,  and  hence  its  vanishing  point  is  ?>"''. 
The  vanishing  trace  (TM)  of  the  plane  M  must  pass  through  r^'\ 
v^";  and  v^^\ 

Similarly,  the  vanishing  trace  (TP)  of  the  plane  P  must  pass 
through  v^^,  ^'^^^,  and  v^'^.  TN  must  pass  through  v^^\  v^^,  and  v^^. 
TQ  must  pass  through  v^'^  and  v*'\  TR  must  pass  through  v^^ 
and  v^"^. 

73.  The  vanishing  trace  of  a  vertical  j)lane  will  always  be  a 
vertioal  line  passing  through  tlie  vanishing  points  of  all  lines 
which  lie  in  the  plane.  Therefore,  the  vanishing  trace  of  the 
vertical  planes  in  the  house  that  vanish  towards  the  left  will  be 
represented  by  a  vertical  line  (TS)  passing  through  v'^'^ 

The  vanishing  trace  of  the  vertical  planes  of  the  house  that 
vanish  towards  the  right  will  be  represented  by  a  vertical  line 
(TT)  passing  through  v^^.  As  the  vertical  plane  which  forms 
the  face  of  the  porch  belongs  to  this  system,  and  as  this  plane 
also  contains  the  lines  hk  and  kl,  TT  will  be  found  to  pass 
through  v^^^  and  v^^  as  well  as  y^^\ 

74.  It  will  be  noticed  that  the  vanishing  points  for  the  lines 
mn  and  on  have'not  been  found.  These  vanishing  points  might 
have  been  found  in  a  manner  exactly  similar  to  that  in  which  the 
other  vanishing  points  were  found,  or  they  may  be  determined 
now,  directly  from  the  vanishing  traces  already  drawn,  in  the 
following  manner :  — 

The  line  mn  is  seen  to  be  the  line  of  intersection  of  the  two 
planes  N  and  Q.  Therefore  (§  24  e}  y"'"  must  lie  at  the  inter- 
section of  TN  and  TQ. 

For  a  similar  reason,  t»°"  must  lie  at  the  intersection  of  TN 
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and  TR.  TN  aiid  TR  do  not  intersect  witliin  the  limits  of  the 
pLite,  Init  they  are  seen  to  converore  as  they  pass  to  the  left,  and, 
if  produced  in  that  direction,  would  meet  at  the  vanishing  point 
for  the  line  on. 

75,  Having  found  v"-^\  v"*\  v^'^,  and  t'^'\  TN  could  have  been 
drawn  through  v'^^  and  ?'''^';  and  TO  could  have  been  drawn 
through  v'^'^  and  v*''.  As  af  is  the  intersection  of  the  two  planes 
N  and  O,  i^^  could  have  been  found  at  the  intersection  of  TN  and 
TO  without  actually  constructing  this  vanishing  point. 

Similarly,  v^'^  could  have  been  determined  by  the  intersec- 
tion of  TM  and  TP. 

By  an  examination  of  the  plate,  the  student  will  notice  that 
the  vanishing  point  for  each  line  in  the  object  is  formed  at  the 
intersection  of  the  vanishing  traces  of  the  two  planes  of  which 
the  line  forms  the  intersection.  Thus,  the  line  ad  forms  the  inter- 
section between  the  plane  O  and  the  left  hand  vertical  face  of  the 
house,     v^^  is  found  at  the  intersection  of  TO  and  TS. 

The  line  fg,  which  forms  the  ridge  of  the  roof,  is  the  inter- 
section of  the  planes  M  and  N.  The  vanishing  point  for  fg  is 
v^^,  and  TM  and  TN  will  be  found  to  intersect  at  v^^.  v'^^  is 
found  at  the  intersection  of  TQ  and  TT,  v^^  is  found  at  the  inter- 
section of  TR  and  TT,  etc. 

It  wdll  be  noticed  also  that  the  two  lines  hk  and  kl  lie  in  the 
same  vertical  plane,  and  make  the  same  angle  with  the  horizontal, 
one  vanishing  upward,  and  one  vanishing  downward.  Since  both 
lines  lie  in  the  same  vertical  plane,  both  of  their  vanishing  points 
will  be  found  in  the  vertical  line  which  represents  the  vanishing 
trace  of  that  plane.  Also,  since  both  lines  make  equal  angles  with 
the  hoiizontal,  the  vanishing  point  of  the  line  vanishing  upward 
will  be  found  as  far  above  VH  as  the  vanishing  point  of  the  line 
vanishing  downward  is  below  VH. 

In  a  similar  way,  the  line  bg  vanishes  upward,  and  the  line 
fd  vanishes  downward ;  each  making  the  same  angle  with  the 
horizontal  (as  shown  by  the  given  plan  and  elevation).  These 
two  lines  do  not  lie  in  the  same  plane,  but  may  be  said  to  lie  in 
two  imaginary  vertical  planes  which  are  parallel  to  one  another. 
Their  vanishing  points  will  be  seen  to  lie  in  the  same  vertical  line, 
v^^  being  as  far  above  VH  as  v^'^  is  below  it. 


126 


PERSPECTIVE   DRAWING.  45 

As  a  general  statement,  it  may  be  said  that  if  two  lines  lie 
in  the  same  or  parallel  vertical  planes,  and  make  equal  angles 
with  the  horizontal,  one  vanishing  upward  and  the  other  van= 
ishing  downward,  the  vanishing  points  for  both  lines  will  be 
found  vertically  in  line  with  one  another,  one  as  far  above 
VH  as  the  other  is  below  it. 

This  principle  is  often  of  use  in  constructing  the  vanishing 
point  diagram.  Thus,  having  found  v^'^,  v^^  could  have  been 
determined  immediately  by  making  it  lie  in  a  vertical  line  with 
v^^,  and  as  far  below  VH  as  v^^^  is  above  it. 

VANISHING    POINT    DIAGRAM. 

76.  The  somewhat  symmetrical  figure  formed  by  the  vanish- 
ing traces  of  all  the  planes  in  the  ol)ject,  together  with  all 
vanishing  points,  HPP,  and  the  vertical  and  horizontal  projec- 
tions of  the  station  point,  is  called  the  Vanishing  Point  Diagram 
of  the  object. 

77.  Having  found  the  complete  vanishing  point  diagram  of 
the  house,  the  perspective  projection  may  be  drawn.  VHi  may 
be  chosen  in  accordance  with  the  kind  of  a  perspective  projection 
it  is  desired  to  produce  (§  29).  In  order  that  all  the  roof  lines 
may  be  visible,  VHj  has  been  chosen  far  below  VH.  The  result- 
ing perspective  is  a  somewhat  exaggerated  bird's-eye  view. 

The  point  e^  mil  be  found  on  VHj,  vertically  under  the 
point  e  in  the  diagram,  a^'e^  lies  in  the  picture  plane,  and  shows 
the  tiue  height  of  the  vertical  wall  of  the  house.  From  a^  and 
e^,  the  horizontal  edges  of  the  walls  of  the  main  house  vanish  to 
v^^  and  v^^. 

The  points  <F,  P,  m^,  and  o^  are  found  on  the  upper  hori- 
zontal edges  of  the  main  walls,  vertically  under  the  points  where 
HPP  is  crossed  by  visual  rays  drawn  through  the  points  d,  h,  m, 
and  0  in  the  diagram.  Vertical  lines  from  <^^  and  h^  complete 
the  visible  vertical  edges  of  the  main  house. 

in  a  similar  manner  the  perspective  of  the  vertical  walls  of 
the  porch  is  obtained. 

Each  roof  line  vanishes  to  its  respective  vanishing  point. 
aFf^  vanishes  at  v'-'^    f^<F  vanishes  at  v^'^.     These  two  lines  inter- 
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sect  in  the  point /^.  The  ridge  of  the  main  house  passes  through 
/^,  vanishing  at  v""^'.  g^'e^'  vanishes  at  v^'^,  passing  through  the 
point  c'",  which  has  already  been  determined  by  the  intersection 
of  the  two  upper  rear  horizontal  edges  of  the  main  walls.  b^(/^ 
vanishes  at  v^^,  completing  the  perspective  of  the  main  roof. 

In  the  porch,  h^/c^'  vanishes  at  v^^^,  passing  through  tlie  point 
7i^,  already  determined  by  the  vertical  walls  of  the  porch.  k^F 
passes  through  F,  and  vanishes  at  v^^.  From  JF  the  liclge  of  the 
porch  roof  vanishes  at  v^^.  From  »F,  a  line  vanishing  at  t;"" 
will  intersect  the  ridge  in  the  point  )F,  and  represent  the  intersec- 
tion of  the  roof  planes  Q  and  N.  The  vanishing  point  for  o^tF 
falls  outside  the  limits  of  the  i3late.  o^nF  may  be  connected  with 
a  line  which,  if  the  drawing  is  accurate,  will  converge  towards 
both  TN  and  TR,  and,  if  produced,  would  meet  them  at  their 
intersection. 

78.  While  constructing  the  vanishing  point  diagram  of  an 
object,  the  student  should  constantly  keep  in  mind  the  general 
statements  made  in  the  note  under  ^  69. 

Plate  IV.  should  now  be  solved. 


PARALLEL  OR  ONE=POINT  PERSPECTIVE. 

79.  When  the  diagram  of  an  object  is  placed  with  one  of  its 
principal  systems  of  horizontal  lines  parallel  to  the  picture  plane, 
it  is  said  to  be  in  Parallel  Perspective.  This  is  illustrated  in 
Fig.  24,  by  the  rectangular  block  there  shown.  One  system  of 
horizontal  lines  in  the  block  being  parallel  to  the  picture  plane, 
the  other  system  of  horizontal  lines  must  be  perpendicular  to  the 
picture  plane.  The  vanishing  point  for  the  latter  system  will  be 
coincident  with  SP^  (§  52).  The  horizontal  system  that  is  parallel 
to  the  picture  plane  will  have  no  vanishing  point  within  finite 
limits  (§  54,  with  note ;  also  last  paragraph  of  note  under  §  69). 
Tlie  third  system  of  lines  in  the  object  is  a  vertical  one,  and  will 
have  no  vanishing  point  within  finite  limits  (§  54).  Thus,  of  the 
three  systems  of  lines  that  form  the  edges  of  the  block,  only  one 
will  have  a  vanishing  point  within  finite  limits.  This  fact  has 
led  to  the  term  One-Point  Perspective,  which  is  often  applied  ta 
an  object  in  the  position  shown  in  Fig.  24.     As  will  be  seen,  this 
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is  only  a  special  case  of  the  problems  already  studied,  and  the 
construction  of  the  perspective  of  an  object  in  parallel  perspective 
is  usually  simpler  than  when  the  diagram  is  turned  at  an  angle 
with  HPP. 

80.    The  vertical  face  <iahfe^  of  the  block  lies  in  the  })icture 
plane.      It  will  thus  show  in  its  true  size  and  shape  (§  24  A).     The 


points  e^  and/^  will  be  found  on  VHi  vertically  below  the  points 
e  and/ in  the  diagram. 

81.  Both  the  edges  e^a}'  and  P'h^'  are  lines  of  measures,  and 
will  show  the  true  height  of  the  block,  as  given  by  the  elevatit)n. 

82.  The  two  lines  a^h^'  and  e\f^\  since  they  are  ft)rmed  by 
the  intersection  of  tlie  bases  of  the  block  ^\•ith  the  picture  plane, 
will  also  be  lines  of  measures  (§  bb^,  and  will  show  the  true 
length  of  tlie  block,  as  given  by  the  plan  and  elevation. 

83.  The  perspective  of  the  front  face  of  the  block,  which  is 
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coincident  with  the  picture  plane,  can  be  drawn  immediately. 
From  ay,  l>^',  e^\  and  f^\  the  horizontal  edges,  which  are  perpendicu- 
lar to  the  picture  plane,  will  vanish  at  v""^  (coincident  with  SP"^). 
The  rear  vertical  edges  of  the  block  may  be  found  in  the  usual 
manner. 

84.  The  lines  a^b^,  d^c^,  ei^'f^,  and  A^^^,  which  form  the  hori- 
zontal edges  parallel  to  the  picture  plane,  mil  all  be  drawn  paral- 
lel to  one  another  (§  54,  note) ;  and  since  the  lines  in  space  which 
they  represent  are  horizontal,  a^b^,  d^c^,  ^^f^i  and  h^g^  will  all 
be  horizontal  (see  last  paragraph  of  note  under  §  69). 

All  of  the  principles  that  have  been  stated  in  connection  with 
the  other  problems  will  apply  equally  well  to  an  object  in  parallel 
perspective. 

85.  Interior  views  are  often  show^n  in  parallel  perspective. 
One  wall  of  the  interior  is  usually  assumed  coincident  with  the 
picture  plane,  and  is  not  shown  in  the  di-awing.  For  illustration, 
the  rectangular  block  in  Fig.  24  may  be  conside-red  to  represent  a 
hollow  box,  the  interior  of  which  is  to  be  shown  in  perspective. 
Assume  the  face  {aWf^e^)  that  lies  in  the  picture  plane  to  be 
removed.  The  resulting  perspective  projection  would  show  the 
interior  of  the  box.  In  making  a  parallel  perspective  of  an  interior, 
however,  VH  is  usually  drawn  lower  than  is  indicated  in  Fig.  24, 
in  order  to  show  the  inside  of  the  upper  face,  or  ceiling,  of  the 
interior.  "With  such  an  arrangement,  three  walls,  the  ceiling,  and 
the  floor  of  the  interior,  may  all  be  sho^vn  in  the  perspective 
projection. 

86.  Fig.  25  shows  an  example  of  interior  parallel  perspective. 
The  plan  of  the  room  is  shown  at  the  top  of  the  plate.  This  has 
been  placed  so  that  it  may  be  used  for  the  diagram,  and  save  the 
necessity  of  making  a  separate  drawing.  The  elevation  of  the 
room  is  shown  at  the  left  of  the  plate,  and  for  convenience  it  has 
been  placed  with  its  lower  horizontal  edge  in  line  with  VHj.  In 
this  position  all  vertical  dimensions  in  the  object  may  be  carried 
by  horizontal  construction  lines  directly  from  the  elevation  to 
the  vertical  hue  of  measures  (a^g^  or  l^f^^  in  the  perspective 
projection. 

87.  The  front  face  of  the  room  {a^h^f^e^'),  which  is  coinci- 
dent with  the  picture  plane,  may  first  be  established.     Each  point 
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in  the  j)erspective  of  this  front  face  will  be  found  to  lie  vertically 
under  the  corresponding  point  in  plan,  and  horizontally  in  line 
with  the  corresponding  point  in  elevation.  Thus,  a^  is  vertically 
under  a^,  and  horizontally  in  line  with  a7. 

All  lines  in  the  room  which  are  perpendicular  to  the  picture 
plane  vanish  at  v^^  (coincident  with  SP^). 

Drawing  visual  rays  from  every  point  in  the  diagram,  the 
corresponding  points  in  the  persjiective  projection  will  be  verti- 
cally under  the  points  whei'e  these  visual  rays  intersect  HPP. 
The  construction  of  the  walls  of  the  room  should  give  the  student 
no  difficulty. 

88.  In  finding  the  jierspective  of  the  steps,  the  vertical 
heights  should  first  be  projected  by  horizontal  construction  lines 
from  the  elevation  to  the  line  of  measures  (^a^\'^'},  as  indicated  by 
the  divisions  between  6'^  and  m.  These  divisions  can  then  be 
carried  along  the  left  hand  wall  of  the  room  by  imaginary  hori- 
zontal lines  vanishing  at  v^'^.  The  perspective  of  the  vertical 
edge  where  each  step  intersects  the  left  hand  wall  may  now  be 
determined  from  the  plan.  Thus,  the  edge  s^r^  of  the  first  step 
is  vertically  below  the  intersection  of  HPP  with  a  visual  ray 
drawn  through  the  point  s^  in  plan,  and  is  between  the  two  hori- 
zontal lines  projected  from  the  elevation  that  show  the  height  of 
the  lower  step.  The  corresj)onding  vertical  edge  of  the  second 
step  will  be  projected  from  the  plan  in  a  similar  manner,  and  will 
lie  between  the  two  horizontal  lines  projected  from  the  elevation 
that  show  the  height  of  the  second  step,  etc. 

From  s^  the  line  which  forms  the  intersection  of  the  wall 
with  the  horizontal  surface  of  the  first  step  will  vanish  to  u'"\  etc. 

From  r^  the  intersection  of  the  first  step  with  the  floor  of  the 
room  will  be  a  line  belonging  to  the  same  system  as  a^b^,  and  will 
therefore  show  as  a  true  horizontal  line.  The  point  t^  may  be 
projected  from  the  diagram  by  a  visual  ray,  as  usual.  From  t^  the 
vertical  edge  of  the  step  may  be  drawn  till  it  intersects  a  horizon- 
tal line  through  *^,  and  so  on,  until  the  steps  that  rest  ngainst  the 
side  wall  are  determined. 

89.  The  three  upper  steps  in  the  flight  rest  against  the  rear 
wall.  The  three  upper  divisions  on  the  line  e^//i  may  be  carried 
along  the  left  hand  wall  of  the  room,  as  indicated,  till  they  inter- 
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sect  the  rear  vertical  edge  of  the  Avail,  represented  by  the  line 
d^'Jt^.  From  these  intersections  the  lines  may  be  carried  along 
the  rear  wall  of  the  room,  showing  the  heights  of  the  three  upper 
steps  where  they  rest  against  the  rear  wall. 

The  three  upper  divisions  on  the  line  e^'ni  have  also  been 
projected  across  to  the  line  f^b^,  and  from  this  line  carried  by 
imaginary  horizontal  lines  along  the  right  hand  wall  of  the  room 
to  the  plane  N,  across  the  plane  N  to  the  plane  O,  and  from  the 
})lane  O  to  the  plane  M.  Thus,  for  illustration,  the  upper  division, 
representing  the  height  of  the  upper  step,  has  been  carried  from 
j)i  to  c  ;  from  c  to  g  along  the  right  hand  face  of  the  wall ; 
from  (/  to  J  along  the  plane  N ;  from  /  to  k  on  the  plane  O,  and 
from  k  to  p^  on  the  plane  M. 

The  point  p^  is  where  the  line  which  represents  the  height  of 
the  upper  step  meets  a  vertical  dropped  from  the  intersection  of 
HPP  with  a  visual  ray  through  the  jjoint  />"  in  tlie  diagram,  p^ 
is  one  corner  in  the  perspective  of  the  upper  step,  the  visible  edges 
of  the  step  being  represented  by  a  horizontal  line,  p^k,  a  line 
(p^o^)  vanishing  at  v^^,  and  a  vertical  line  drawn  from  p^  between 
the  two  horizontal  lines  on  the  plane  H,  which  represent  the 
height  of  the  upper  step.  The  point  o^  is  at  the  intersection  of 
the  line  drawn  through  p^,  vanishing  through  r'*'^  with  the  hori- 
zontal line  on  the  rear  wall  drawn  through  the  point  ??,  and 
representing  the  upper  step  where  it  rests  against  the  rear 
wall. 

The  remaining  steps  may  be  found  in  a  similar  manner.  The 
student  should  have  no  difficulty  in  following  out  the  construction, 
which  is  all  shown  on  the  plate. 

90.  The  position  of  the  point  t^'  on  the  line  7-^t^  was  deter- 
mined b}^  projecting  in  the  usual- manner  from  the  diagram.  The 
position  of  t^  might  have  been  found  in  the  following  manner :  In 
the  figure  the  line  e^f^'  is  a  line  of  measures  (§  81),  and  divisions 
on  this  line  will  show  in  their  true  size.  Thus,  if  we  imagine  a 
horizontal  line  to  be  drawn  through  t^',  parallel  to  the  wall  of  the 
room,  it  will  intersect  e\f^  in  the  point  u.  Since  e^u  is  on  a  line 
of  measures,  it  will  show  in  its  true  length.  Thus,  t^  might  have 
been  determined  by  laying  off  e^u  equal  to  the  distance  e^Ui  taken 
from  the  plan,  and  then  dra\Adng  through  the  point  ic  a  line  van- 
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ishiiig  at  v^"^.  The  intersection  of  this  line  ^\■ith  the  horizontal 
line  drawn  through  r^  will  determine  t^\ 

In  a  similar  manner  the  vertical  edges  of  the  steps,  where 
they  intersect  the  plane  M,  might  have  been  found  by  laying  off 
from  II,  on  e^f^,  the  divisions  uv  and  vw  taken  from  the  plan. 
These  divisions  could  have  been  carried  along  the  floor  by  hori- 
zontal lines  parallel  to  the  sides  of  the  room  (vanishing  at  i'^'^),  to 
the  plane  M,  and  then  projected  vertically  upward  on  the  plane 
M,  as  indicated  in  the  figm-e. 

Solve  Plate  Y. 

METHOD   OF    PERSPECTIVE  PLAN. 

91.  In  the  foregoing  problems  the  perspective  projection  has 
been  found  from  a  diagram  of  the  object.  Another  Avay  of  con- 
structing a  perspective  projection  is  by  the  method  of  Perspective 
Plan.  In  this  method  no  diagram  is  used,  but  a  perspective  plan 
of  the  object  is  first  made,  and  from  this  perspective  plan  the  per- 
spective projection  of  the  object  is  determined.  The  perspective 
plan  is  usually  supposed  to  lie  in  an  auxiliary  horizontal  plane 
below  the  plane  of  the  ground.  The  principles  upon  which  its 
construction  is  based  will  now  be  explained. 

92.  In  Fig.  26,  suppose  the  rectangle  a^b^c^d^  to  represent 
the  horizontal  projection  of  a  rectangular  card  resting  upon  a 
horizontal  plane.  The  diagram  of  the  card  is  shown  at  the  up^^er 
part  of  the  figure.  It  wdll  be  used  only  to  explain  the  construc- 
tion of  the  perspective  plan  of  the  card. 

First  consider  the  line  ad,  which  forms  one  side  of  the  card. 
On  HPP  lay  off  from  a,  to  the  left,  a  distance  (at-)  equal  to  the 
length  of  the  line  ad.  Connect  the  points  e  and  d.  ead  is  by 
construction  an  isosceles  triangle  lying  in  the  plane  of  the  card, 
with  one  of  its  equal  sides  (a^^)  in  the  picture  plane.  Now,  if  this 
triangle  be  put  into  perspective,  the  side  ad,  being  behind  the  pic- 
ture plane,  will  appear  shorter  than  it  really  is ;  while  the  side  ae, 
which  lies  in  the  picture  plane,  will  show  in  its  true  length. 

Let  VHi  be  the  vertical  trace  of  the  j)lane  on  which  the  card 
and  triangle  are  supposed  to  rest.  The  position  of  the  station 
point  is  shown  by  its  two  projections  SP"  and  SP\     The  vanish- 
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ing  point  for  the  line  ad  will  be  found  at  v'"^  in  the  usual  man- 
ner. In  a  similar  way,  the  vanishing  ])oint  for  the  line  ed,  which 
forms  the  base  of  the  isosceles  triangle,  will  be  found  at  v*"^,  as 
indicated.  </^'  will  l)e  found  on  VHj  vertically  under  the  point  a, 
which  forms  the  apex  of  the  isosceles  triangle  ead.  The  line 
a^'d^'  will  vanish  at  v""^.     The  point  e^  will  be  found  vertically 


below  the  point  e.  e^d^  mil  vanish  at  v^^,  and  determine  by  its 
intersection  with  a^d^  the  leng-th  of  that  line.  e^a^'d^'  is  the 
perspective  of  the  isosceles  triangle  cad. 

If  the  line  ad  in  the  diagram  is  divided  in  any  manner  by 
the  points  t,  s,  and  r,  the  pei-spectives  of  these  points  may  be 
found  on  the  line  a^d^  in  the  following  way.     If  lines  are  drawn 
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through  the  points  t,  s,  and  r  in  the  diagram  parallel  to  the  base 
de  of  the  isosceles  triangle  (^ead),  these  lines  will  divide  the  line 
ae  in  a  manner  exactly  similar  to  that  in  which  the  line  ad  is  di- 
vided. Thus,  aw  will  equal  at,  wv  will  equal  ts,  etc.  Now,  in  the 
perspective  projection  of  the  isoscclesj  triangle,  a^e^  lies  in  the 
picture  j^lane.  It  will  show  iri  its  true  length,  and  all  divisions 
on  it  will  show  in  their  true  size.  Thus,  on  a^e^  lay  off  a^w^, 
w^v^i  and  v^'u^  equal  to  the  corresponding  distances  at,  ts,  and  sr, 
given  in  the  diagram.  Lines  drawn  through  the  points  w^,  v^\ 
and  u^,  vanishing  at  v*"*',  will  be  the  perspective  of  the  lines  wt, 
vs,  and  ur  in  the  isosceles  triangle,  and  will  determine  the  positions 
of  t^,  s^,  and  r^,  by  their  intersections  with  a^d^. 

93.  It  will  be  seen  that  after  having  found  v^*^^  and  v^^^,  the 
perspective  of  the  isosceles  triangle  can  be  found  without  any 
reference  to  the  diagram.  Assuming  the  position  of  a^  at  any 
desired  point  on  VHj,  the  divisions  a^,  iv^,  v^,  u^,  e^  may  be  laid  off 
from  a^  directly,  making  them  equal  to  the  corresponding  divisions 
a^,  t^,  s^,  r",  d^,  given  in  the  plan  of  the  card.  A  line  through  a^' 
vanishing  at  v^'^  will  rei^resent  the  perspective  side  of  the  isosceles 
triangle.  Tlie  length  of  this  side  will  be  determined  by  a  line 
drawn  through  e^,  vanishing  at  v^'^.  The  j^ositions  of  t^,  s^,  and 
r^  may  be  determined  by  lines  drawn  through  w^,  v^,  and  ii^,  van- 
ishing at  i'^'^ 

94.  It  will  be  seen  that  the  lines  drawn  to  v^"^  serve  to 
measure  the  perspective  distances  a^  t^,  t^'  s^,  s^  r^,  and  r^  d^,  on 
the  line  a^d^,  from  the  true  lengths  of  these  distances  as  laid  off 
on  the  line  a^e^.  Hence  the  lines  vanishing  at  v'^'^  are  called 
Measure  Lines  for  the  line  a^d^,  and  the  vanishing  j)oint  v^'^'ib 
called  a  Measure  Point  for  a^d^. 

95.  Every  line  in  perspective  has  a  measure  point,  which 
may  be  found  by  constructing  an  isosceles  triangle  on  the  line  in  a 
manner  similar  to  that  just  explained. 

Note.  —  The  vanishing  point  for  the  base  of  the  isosceles 
triangle  always  becomes  the  measure  point  for  the  side  of  the 
isosceles  triangle  which  does  not  lie  in  IIPP. 

96.  All  lines  belong-ing  to  the  same  svstem  will  have  the 
s&,me  measure  point.  Thus,  if  the  line  he,  which  is  parallel  to  ad, 
be  continued  to  meet  HPP,  and  an  isosceles  triangle  (cku)  con- 
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structed  on  it,  as  indicated  by  the  dotted  lines  in  the  figure,  the 
base  (k6')  of  this  isosceles  triangle  will  be  parallel  to  de,  and  its 
vanishing  point  will  be  coincident  with  w''®. 

97.  There  is  a  constant  relation  between  the  vanishing  point 
of  a  system  of  lines  and  the  measure  point  for  that  system. 
Therefore,  if  the  vanishing  point  of  a  system  of  lines  is  known, 
its  measure  point  may  be  found  mthout  reference  to  a  diagram,  as 
will  be  exj)lained. 

In  constructing  the  vanishing  points  v^'^  and  v^'^^fh  was  drawn 
parallel  to  ad,fg  was  drawn  parallel  to  ed,  and  since  hg  is  coinci- 
dent with  HPP,  the  two  triangles  ead  and  fJtg  must  be  similaro 
As  ae  was  made  equal  to  ad  in  the  small  triangle,  /(/"must  be  equal 
to  hg  in  the  large  triangle ;  and  consequently  v"^^^,  which  is  as  far 
from  v^^  as  g  is  from  h,  must  be  as  far  from  v^^  as  the  point/  is 
from  the  point  h. 

If  the  student  will  refer  back  to  Figs.  8,  9,  and  9a,  he  will  see 
that  the  point  h  bears  a  similar  relation  in  Fig.  26  to  that  of  the 
point  m^  in  Figs.  8,  9,  and  9a,  and  that  the  point  h  in  Fig.  26  is 
really  the  horizontal  projection  of  the  vanishing  point  v^'^.  (See 
also  §  32.)  Therefore,  as  v'^'^  is  as  far  from  v^"^  as  the  point  h  is 
from  the  point/,  we  may  make  the  following  statement,  which  will 
hold  for  all  systems  of  horizontal  lines. 

98.  The  measure  point  for  any  system  of  horizontal  lines  will  he 
found  on  VH  as  far  from  the  vanishing  p)oint  of  the  system  as  the 
horizontal  jjrojection  of  that  vanishing  point  is  distant  from  the  hori- 
zontal projection  of  the  station  jjoint. 

Note.  —  In  accordance  with  the  construction  shown  in  Fig. 
26,  SP^  will  always  lie  between  the  vanishing  point  of  a  system 
and  its  measure  point. 

99.  The  measure  point  of  any  system  of  lines  is  usually  de- 
noted by  a  small  letter  771  with  an  index  corresponding  to  its  re- 
lated vanishing  jioint.  Thus,  m*''  signifies  the  measure  point  for 
the  system  of  lines  vanishing  at  v'^^. 

100.  The  vanishing  point  for  ab  in  Fig.  26  has  been  found  at 
v*^.  The  point  n,  in  HPP,  is  the  horizontal  projection  of  this 
vanishing  point.  The  measure  point  (;h*^)  for  all  lines  vanishing 
at  v'^^  will  be  found  on  VH,  at  a  distance  from  v'^^  equal  to  the 
distance  from  n  to  SP"  (98).         In  accordance  witli  this  statement, 
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nf-^  lias  been  found  hy  drawing  an  arc  with  n  as  center,  and  with 
a  radius  equal  to  the  distance  from  n  to  SP"^^,  and  dropping  from 
the  intersection  of  this  arc  with  HPP  a  vertical  line,  nf-^  is 
found  at  the  intersection  of  this  vertical  line  witli  VH. 

101.  The  perspective  of  ah  has  been  drawn  from  a^\  vanishing 
at  v''^^\  a^l\  on  VH^  is  made  equal  to  the  length  of  a"/*"  given 
in  the  plan  of  the  card.  A  measure  line  through  l^,  vanishing  at 
m^'',  will  determine  the  length  of  a^b^.  A  line  from  b^  vanishing 
at  v'"^,  and  one  from  cF  vanishing  at  y'''\  will  intersect  at  c^,  com- 
pleting the  perspective  plan  of  the  card.  <, 

102.  Even  the  vanishing  points  (y*^  and  w^'^)  for  the  sides  of 
the  card  may  be  found  without  drawing  a  diagram.  Since  fn  is 
drawn  parallel  to  ah,  it  makes  the  same  angle  with  HPP  that  ab 
makes.  Similarly,  since  fh  is  drawn  parallel  to  ad,  it  makes  the 
same  angle  with  HPP  that  ad  makes.  The  angle  between  fn  and 
fh  must  show  the  true  angle  made  by  the  two  lines  ab  and  ad  in 
the  diagram.  Therefore,  having  assumed  SP^^  we  have  sim- 
ply to  draw  two  lines  through  SP",  making  with  HPP  the  respec- 
tive angles  that  the  two  sides  of  the  cards  are  to  make  with  the 
picture  plane,  care  being  taken  that  the  angle  these  two  lines 
make  with  one  another  shall  equal  the  angle  shown  between  the 
two  sides  of  the  card  in  the  given  plan.  Thus,  in  Fig.  27,  the 
two  projections  of  the  station  point  have  first  been  assumed.  Then 
through  SP",  two  lines  (fn  and /A)  have  been  drawn,  making  re- 
spectively, with  HPP,  the  angles  (H°  and  N°)  which  it  is  desired 
the  sides  of  the  card  shall  make  with  the  picture  plane,  care  being 
taken  to  make  the  angle  between  fn  and  fh  equal  to  a  right  angle, 
since  the  card  shown  in  the  given  plan  is  rectangular. 

Verticals  dropped  to  VH  from  the  points  w  and  h  will  deter- 
mine v^^  and  v^^.  Having  found  v^^  and  v^'\  wi^''  and  m^'^  should 
next  be  determined,  as  explained  in  §  98.  VHj  should  now  be 
assumed,  and  a^  chosen  at  any  point  on  this  line.  It  is  well  not 
to  assume  a^  very  far  to  the  right  or  left  of  an  imaginary  vertical 
line  through  SP^. 

From  a^  the  sides  of  the  card  will  vanish  at  w'*^'  and  v^'^  re- 
spectively. Measure  off  from  a^'  on  VHj,  to  the  right,  a  distance 
(a^^i)  equal  to  the  length  of  the  side  a^b^  shown  in  the  given 
plan.     A  measure  line  through  Jj,  vanishing  at  7n^^,  will  deter- 
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mine  the  length  of  aJ'l?'.  Pleasure  off  from  oF  on  VHj,  to  the 
left,  a  distance  (jci^dy)  equal  to  the  length  of  the  side  «"tZ"  shown 
in  the  given  i)lan.  A  measure  line  through  d^  vanishing  at  iif^^ 
will  determine  the  length  of  a^cF. 

From  h^  and  cP,  the  remainmg  sides  of  the  card  vanish  to 
v*^  and  v^^  respectively,  determining  by  their  intersection  the 
point  c^. 

The  line  d^d^^  in  plan  is  divided  by  points  ^^,  s^,  and  r^. 
To  divide  the  perspective  (a^t/^)  of  this  line  in  a  similar  manner, 
la}'  off  on  VHj  from  a^',  to  the  left,  the  di\-isions  t-^,  s^,  and  )\,  as 
taken  from  the  given  plan.  Measure  lines  through  ^,  s^,  and 
r^,  vanishing  at  m'"^,  will  intersect  a^d^,  and  determine  t^,  s^, 
and  r^. 

103.  As  has  already  been  stated,  the  true  length  of  any  line 
is  always  measured  on  YHj,  and  from  the  true  length,  the  length 
of  the  perspective  projection  of  the  line  is  determined  by  measure 
lines  vanishing  at  the  measure  point  for  the  line  whose  perspective 
is  being  determined.  Care  must  be  taken  to  measure  off  the  true 
length  of  the  line  in  the  proper  direction.  The  general  rule  for 
doing  this  is  as  follows  :  — 

If  the  measure  point  of  any  line  is  at  the  right  of  SP^,  the 
true  length  of  the  line  will  be  laid  off  on  VH^  in  such  a  man= 
ner  that  measurements  for  the  more  distant  points  in  the 
line  will  be  to  the  left  of  the  measurements  for  the  nearer 
points. 

Thus,  nv''^  is  at  the  right  of  SP^.  The  point  d^  is  more  dis- 
tant than  the  point  t^.  Therefore,  the  measurement  (d{)  for  the 
point  fP  will  be  to  the  left  of  the  measurement  for  the  point  P. 
In  other  words,  since  iTf''^  is  to  the  rigid  of  SP^',  d^,  which  repre- 
sents a  point  more  distant  than  f^,  must  be  to  the  left  of  fj,  the 
distance  between  t^  and  d^  being  equal  to  the  true  length  of  t^d^,  as 
shown  by  ^"c?"  in  the  given  plan. 

On  the  other  hand,  if  the  measure  point  for  any  system  of 
lines  is  to  the  left  of  SP^ ,  the  true  measurements  for  any  line 
of  the  system  should  be  laid  off  on  Vlij  in  such  a  manner  that 
measurements  for  more  distant  points  on  the  line  are  to  the 
right  of  measurements  for  the  nearer  points  of  the  line. 


140 


PERSPECTIVE  DRAWING.  67 

Thus,  m^^  is  to  the  left  of  SP^.  The  point  b^'  is  more  distant 
than  the  point  a^.  Therefore,  6^,  which  sliows  the  true  measure- 
ment for  the  point  b^\  must  be  laid  off  to  the  right  of  a^. 

104.  It  sometimes  happens  that  a  line  extends  in  front  of 
the  picture  plane,  as  has  already  been  seen  in  the  lines  of  the 
nearest  corner  of  the  porch  in  Fig.  22.  It  may  be  desired  to 
extend  the  line  a^dP'  in  Fig.  27,  in  front  of  the  picture  plane,  to 
the  point  ?/^,  as  indicated  in  the  perspective  projection.  In  this 
case,  the  point  a^  being  more  distant  than  the  point  y^,  and  m^^ 
being  to  the  right  of  SP^,  the  true  measurement  of  a^g^  must  be 
laid  off  on  VH,  in  such  a  manner  that  the  measurement  for  a^ 
will  be  to  the  left  of  the  measurement  for  y^.  In  other  words, 
y^  must  be  on  YHj  to  the  right  of  a^,  the  distance  a^y^  showing 
the  true  length  of  a^y^. 

Note.  —  The  true  length  of  any  line  which  extends  in  front 
of  the  picture  plane  will  be  shorter  than  the  perspective  of  the 
line. 

105.  Having  determined  the  perspective  of  any  line,  as 
d^c^,  its  true  length  may  be  determined  by  drawing  measure  lines 
through  d^  and  c^.  The  distance  intercepted  on  VH,  by  these 
measure  lines  will  show  the  true  length  of  the  line.  Thus,  d^'c^ 
vanishes  at  ?''''^.  Its  measure  point  must -therefore  be  m'''''.  Two 
lines  drawn  from  nf'^,  and  passing  through  c^  and  d}'  respectively, 
will  intersect  VIIj  in  the  points  t'j  and  ci,.  The  distance  between 
Ci  and  c^2  is  the  true  length  of  c^d^.  This  distance  wiil  be  found 
equal  to  a^h^,  which  is  the  true  measure  for  the  opposite  and 
equal  side  (a^h^'^  of  the  rectangle. 

In  a  similar  manner,  the  true  length  of  h^e^  may  be  found 
by  drawmg  measure  lines  from  iif-'^  through  h^  and  c^  respec- 
tively. ?>,/'.,  will  show  the  true  length  of  c^b^,  and  should  be 
equal  to  oFd^,  which  is  the  true  length  of  the  opposite  and  equal 
side  (a^(F)  of  the  rectangle. 

106.  The  perspective  (w^)  of  a  point  on  one  of  the  rear 
edges  of  the  card  may  be  determined  in  either  of  the  following 
ways :  — 

1st.  From  l„,  which  is  the  intersection  with  VH^  of  the 
measure  line  through  ¥,  lay  off  on  VH^,  to  the  left  (§103),  the 
distance  b^w^  equal  to  the  h^w^  taken  from  the  given  plan.     A 
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measure  line  through  w.,,  vanishing  at  wr"**^,  will  intersect  e^h^  at 
the  point  iv^.  ■ 

2d,  In  the  given  plan  draw  a  line  through  w^,  parallel  to  a^b^, 
intersecting  ci^d^  in  tlie  point  tv^.  On  VH^  make  a^ii\  equal  to 
a"u'^,  as  given  in  the  plan.  A  measure  line  through  u\,  vanish- 
ing at  m^'^,  will  determine  u'^  on  a^d^.  From  w^,  a  line  parallel 
to  a^b^  (vanishing  at  v"^)  will  determine,  by  its  intersection  with 
^^6*^,  the  position  of  w^. 

107.  In  making  a  perspective  by  the  method  of  perspective 
plan,  it  is  generally  customary  to  assume  YH  and  HPP  co- 
incident. That  is  to  say,  the  coordinate  planes  are  supposed  to 
be  in  the  position  shown  in  Fig.  9,  instead  of  being  drawn  apart 
as  indicated  in  Fig.  9a.  This  arrangement  simplifies  the  construc- 
tion somewhat. 

This  is  illustrated  in  P'ig.  28,  which  shows  a  comj)lete  prob- 
lem in  the  method  of  perspective  plan.  Compare  this  figure 
with  Fig.  27,  supposing  that,  in  Fig.  27,  HPP  with  all  its  related 
horizontal  projections  could  be  moved  downward,  until  it  just 
coincides  with  VH.  The  point  w  would  coincide  with  v^^,  h  with 
v^^,  and  the  arrangement  would  be  similar  to  that  shown  in  Fig. 
28.  All  the  principles  involved  in  the  construction  of  the  meas- 
ures, points,  etc.,  would,  remain  unchanged. 

108.  The  vanishing  points  in  Fig.  28  have  first  been 
assumed,  as  indicated  at  v"^'  and  v^*^.  As  the  plan  of  the  object 
is  rectangular,  SP^  may  be  assumed  at  any  point  on  a  semicircle 
constructed  with  v^\^^  as  diameter.  By  assuming  SP^  hi  this 
manner,  lines  drawn  from  it  to  v""^  and  v^^  respectively  must  be 
at  right  angles  to  one  another,  since  any  angle  that  is  just  con- 
tained in  a  semicircle  must  be  a  right  angle.  These  lines  show 
by  the  angles  they  make  with  HPP,  the  angles  that  the  vertical 
walls  of  the  object  in  perspective  projection  will  make  with  the 
picture  plane  (§  102). 

109.  w*^  and  m""^  have  been  found,  as  explained  in  §  97,  in 
accordance  with  the  rule  given  in  §  98. 

VH^  should  next  be  assumed  at  some  distance  below  VH,  to 
represent  the  vertical  trace  of  the  horizontal  plane  on  which  the 
perspective  jDlan  is  to  be  made  (§  91). 

The  position  of  a^  (on  VH.,)  may  now  be  assumed,  and  the 
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perspective  plan  of  the  object  constructed  from  the  given  plan, 
exactly  as  was  done  in  the  case  of  the  rectangular  card  in 
Fig.  27. 

110.  Having  constructed  the  complete  perspective  plan, 
everv  point  in  the  perspective  projection  of  the  object  will  be 
foand  verticallu  above  the  corresponding  point  in  the  perspective 
plan. 

VHj  is  the  vertical  trace  of  the  plane  on  which  the  perspec- 
tive projection  is  supposed  to  rest.  al^  is  found  on  VHj  verti- 
cally over  aF  in  the  perspective  plan,  a^e^  is  a  vertical  line  of 
measures  for  the  object,  and  shows  the  true  height  given  by  the 
elevation. 

To  find  the  height  of  the  apex  (^i^)  of  the  roof,  imagine  a 
horizontal  line  parallel  to  the  line  ah  to  pass  through  the  apex, 
and  to  be  extended  till  it  intersects  the  picture  plane.  A  line 
drawn  through  F',  vanishing  at  v*'\  will  represent  the  perspective 
plan  of  this  line,  and  will  intersect  VH2  in  the  point  m,  which  is 
the  perspective  plan  of  the  point  where  tlie  horizontal  line 
through  ^l  fi  apex  intersects  the  picture  plane.  The  vertical  dis- 
tance n^rn^,  laid  off  from  VHj,  will  show  the  true  height  of  the 
point  k  above  the  ground,  k^  will  be  found  vertically  above 
^^,  and  on  the  line  thi'ough  n^  vanishing  at  v^^.  The  student  should 
find  no  difficulty  in  following  the  construction  for  the  remainder 
of  the  figure. 

111.  Fig.  29  illustrates  another  example  of  a  similar  nature 
to  that  in  Fig.  28.  The  student  should  follow  carefully  through 
the  construction  of  each  point  and  line  in  the  perspective  plan 
and  in  the  perspective  projection.  The  problem  offers  no  especial 
difiiculty. 

Plate  VI.  should  now  be  solved. 


CURVES. 

112.  Perspective  is  essentially  a  science  of  straight  lines. 
If  curved  lines  occur  in  a  problem,  the  simplest  way  to  find  their 
perspective  is  to  refer  the  curves  to  straight  lines. 

If  the  curve  is  of  simple,  regular  form,  such  as  a  circle  or  an 
ellipse,  it  may  be  enclosed  in  a  rectangle.     The  perspective  of  the 
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Fig. 30 


b" 


enclosing  rectangle  may  then  be  found.    A  curve  inscribed  within 

this  perspective  rectangle  will  be  the  perspective  of  the  given  curve. 

Fig.  30  shows  a  circle  inscribed  in  a  square.     The   points  of 

intersection  of  the  diameters  with  the  sides  of  the  square  give 

the  four  points  of  tangency  between  the 
square  and  circle.  The  sides  of  the 
square  give  the  directions  of  the  circle 
at  these  points.  Additional  points  on  the 
circle  may  be  established  by  drawing  the 
diagonals  of  the  square,  and  through 
the  points  m^,  k^,  ri^,  and  7i"  drawing 
construction  lines  parallel  to  the  sides 
of  the  square,  as  indicated  in  the  figure. 
Fig.  31  shows  the  square,  which  is 
supposed  to  lie  in  a  horizontal  plane,  in 
parallel  perspective.  One  side  of  the 
square  (a^c?^)  lies  in  the  picture  plane,  and  will  show  in  its  true 
size.  The  vanishing  point  for  the  sides  perpendicular  to  the 
picture  plane  wdll  coincide  with  SP^  (§  52,  note).      The  measure 
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point  for  these  sides  has  been  found  at  m^^,  in  accordance  with 


rn 

HPP  andVH                SP^ 

• 
t 
% 
% 

-;</'//   1  Fig.  31 

^ 

^^O)^         vh"-^-. 

IP        p 
a       e 

6P» 

principles  already  explained.  a^Jj  is  laid  off  on  VHi  to  the  right 
of  the  point  a^,  equal  to  the  true  length  of  the  side  of  the  square. 
A  measure  line  through  Jj,  vanishing  at  m-^^\  will  determine  the 
position  of  the  point  h^.  b^c^  will  be  parallel. to  a^d^  (§  54, 
note). 
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The  diagonals  of  the  square  may  be  drawn.     Their  intersec- 
tion will  determine  the  perspective  center  of  the  square.     The 
diameters  will  pasa  through  this  perspective  center,  one  vanishing 
at  SP^,  and  the  other  being  parallel  to  a^d^ 
(§  54,  note). 

The  divisions  d^e^  and  a^f^  will  show 
in  their  true  size.  Lines  through  e^  and/^, 
vanishing  at  SP^,  will  intersect  the  diagonals 
of  the  square,  giving  four  points  on  the  per- 
spective of  the  circle.  Four  other  points  on 
the  perspective  of  the  circle  will  be  deter- 
mined by  the  intersections  of  the  diameter 
with  the  sides  of  the  square.  The  perspec- 
tive of  the  curve  can  be  drawn  as  indicated. 

113.  If  the  curve  is  of  very  irregular 
form,  such  as  that  shown  in  Fig.  32,  it  can 

be  enclosed  in  a  rectangle,  and  the  rectangle  divided  by  lines, 
drawn  parallel  to  its  sides,  into  smaller  rectangles,  as  indicated  in 
the  figure. 

The  perspective  of  the  rectangle  with  its  dividing  lines  may 
then  be  found,  and   the  perspective  of   the  curve  drawn  in  free 
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Fig.  33 


hand.  This  is  shown  in  Fig.  33.  If  very  great  accuracy  is  re- 
quired, the  perspectives  of  the  exact  points  where  the  curve  crosses 
the  dividing  lines  of  the.  rectangle  may  be  found. 
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APPARENT   DISTORTION. 

114.  There  seems  to  exist  in  the  minds  of  some  beginners  in 
the  study  of  perspective,  the  idea  that  the  drawing  of  an  object 
made  in  accordance  witli  geometrical  rules  may  differ  essentially 
from  the  appearance  of  the  object  in  nature.  Such  an  idea  is 
erroneous,  however.  The  only  difference  between  the  appearance 
of  a  view  in  nature  and  its  correctly  constructed  perspective  pro- 
jection is  that  the  view  in  nature  may  be  looked  at  from  any  i^oint, 
while  its  perspective  representation  shows  the  view  as  seen  from 
one  particular  point,  and  from  that  point  only. 

For  every  new  position  that  the  observer  takes,  he  will  see 
a-  new  view  of  the  object  in  space,  his  eye  always  being  at  the  apex 
of  the  cone  of  visual  rays  that  projects  the  view  he  sees  (see  Fig. 
1).  In  looking  at  an  object  in  space,  the  observer  may  change  his 
position  as  often  as  he  likes,  and  will  see  a  new  view  of  the  object 
for  every  new  position  that  he  takes. 

115.  This  is  not  true  of  the  perspective  projection  of  the 
object,  however.  Before  making  a  perspective  drawing,  the  posi- 
tion of  the  observer's  eye,  or  station  point,  must  be  decided  upon, 
and  tlie  resulting  perspective  projection  will  represent  the  object 
as  seen  from  this  point,  and  from  this  point  only.  The  observer, 
wdien  looking  at  the  drawing,  in  order  that  it  may  correctly  rej)re- 
sent  to  him  the  object  in  space,  must  place  his  eye  exactly  at  the 
assumed  position  of  the  station  point.  If  the  eye  is  not  placed 
exactly  at  the  station  point,  the  drawing  will  not  appear  abso- 
lutely correct,  and  under  some  conditions  will  appear  much  dis 
torted  or  exaggerated. 

116.  Just  here  lies  the  defect  in  the  science  of  perspective.  It 
is  the  assumption  that  the  observer  has  but  one  eye.  Practically, 
of  course,  this  is  seldom  the  case.  A  drawing  is  generally  seen 
with  two  eyes,  and  the  casual  observer  never  thinks  of  placing  his 
eye  in  the  proper  position.  Even  w^ere  he  inclined  to  do  so,  it 
would  generally  be  beyond  his  power,  as  the  position  of  the  station 
point  is  seldom  shown  on  the  finished  drawing. 

117.  As  an  illustration  of  apparent  distortion,  consider  the 
perspective  projection  shown  in  Fig.  23.  In  order  that  the  per- 
spectives of   the  vanishing   points    might  fall  within  the  rather 
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narrow  limits  of  the  plate,  the  station  point  in  tlie  figure  has  been 
assumed  very  close  to  the  picture  plane,  the  (listance  from  TIPP 
to  SP^  showing  the  assumed  distance  from  the  paper  at  which 
the  observer  should  place  his  eye  in  order  to  obtain  a  correct  view 
of  the  perspective  projection.  This  distance  is  so  short  it  is  most 
improbable  that  the  observer  will  ordinarily  lAaee  his  eye  in  the 
proper  position  when  viewing  the  drawing.  Consequently  the 
perspective  projection  appears  more  or  less  unnatural  or  dis- 
torted. But,  for  the  sake  of  experiment,  if  the  student  will  cut 
a  small,  round  hole,  one  quarter  of  an  inch  in  diameter,  from  a 
piece  of  cardboard,  place  it  directly  in  front  of  SP^'  and  at  a  dis- 
tance from  the  paper  equal  to  the  distance  of  SP'^  from  HPP,  and 
if  he  will  then  look  at  the  drawing  through  the  hole  in  the  card- 
board, closing  the  eye  he  is  not  using,  he  will  find  that  tlie  unpleas- 
ant appearance  of  the  perspective  projection  disa})pears. 

It  will  thus  be  seen  that  unless  the  observer's  eye  is  in  tiie 
proper  position  while  viewing  a  drawing,  the  perspective  projec- 
tion may  give  a  very  unsatisfactory  re presentati (in  of  the  o])ject  in 
space. 

118.  If  the  observer's  eye  is  not  very  far  removed  from  the 
correct  position,  the  apparent  distortion  will  not  be  great,  and  in 
the  majority  of  cases  will  be  unnoticeable.  In  assuming  the  posi- 
tion for  the  station  point,  care  should  be  taken  to  choose  such  a 
position  that  the  observer  will  naturally  place  his  eyes  there  when 
viewing  the  drawing. 

119.  As  a  person  naturally  holds  any  object  at  wdnch  he  is 
looking  directly  in  front  of  his  eyes,  the  first  thought  in  assuming 
the  station  point  should  be  to  place  it  so  that  it  will  come  very 
nearly  in  the  center  of  the  perspective  projection. 

120.  Furthermore,  the  normal  eye  sees  an  object  most  dis- 
tinctly when  about  ten  inches  away.  As  one  will  seldom  place 
a  drawing  nearer  to  Ids  eye  than  the  distance  of  distinct  vision,  a 
good  general  rule  is  to  make  the  minhmnn  distance  between  the 
station  point  and  the  picture  phme  about  ten  inches.  For  a  small 
drawing,  ten  inches  will  be  about  light;  but,  as  the  drawing  in- 
creases in  size,  the  observer  naturally  holds  it  farther  and  farther 
from  him,  in  order  to  embrace  the  whole  without  having  to  turn 
lais  eye  too  far  to  the  right  or  left. 
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121.  Sometimes  a  general  rule  is  given  to  make  the  distance 
of  the  station  point  equal  to  the  altitude  of  an  equilateral  tri- 
angle, having  the  extreme  dimensions  of  the  drawing  for  its  base, 
and  the  station  point  for  its  apex. 

122.  The  apparent  distortion  is  always  greater  when  the 
assumed  position  of  the  observer's  eye  is  too  near  than  when  it  is 
too  far  away.  In  the  former  case,  objects  do  not  seem  to  diminish 
sufficiently  in  size  as  they  recede  from  the  eye.  On  the  other 
hand,  if  the  observer's  eye  is  between  the  assumed  position  of  sta- 
tion point  and  the  picture  plane,  the  effect  is  to  make  the  objects 
diminish  in  size  somewhat  too  rapidly  as  they  recede  from  the  eye. 
This  effect  is  not  so  easily  appreciated  nor  so  disagreeable  as  the 
former.  Therefoie  it  is  better  to  choose  the  position  of  the  station 
point  too  far  away,  rather  than  too  near. 

123.  Finally,  the  apparent  distortion  is  more  noticeable  in 
curved  than  in  straight  lines,  and  becomes  more  and  more  dis- 
agreeable as  the  curve  approaches  the  edge  of  the  drawing.  Thus, 
if  curved  lines  occur,  great  pains  should  be  taken  in  choosing  the 
station  point ;  and,  if  possible,  such  a  view  of  the  object  should  be 
shown  that  the  curves  will  fall  near  the  center  of  the  perspective. 

121.  The  student  should  realize  that  the  so-called  distortion 
in  a  perspective  projection  is  only  an  apparent  condition.  If  the 
eye  of  the  observer  is  placed  exactly  at  the  position  assumed  for 
it  when  making  the  drawing,  the  perspective  projection  will  exactly 
represent  to  him  the  corresponding  view  of  the  object  in  space. 
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Data  to  be  used  by  student  in  solving  plates.  Leave  all  necessary  con- 
struction lines.  Letter  all  points,  vanishing  points,  lines,  etc.,  as  found,  in 
accordance  with  the  notation  given  in  the  Text. 

PLATE   I. 

PROBLEMS  I.,  IL,  III.,  IV.,  V.,  and  VI.  Find  the  per= 
spective  of  the  point  a.  Also  in  each  problem  locate  the  positions 
of  the  point  a,  and  of  the  station  point,  as  follow  :  — 


of  picture  plane. 

the  plane  of  the  horizon. 

Station  point inches  in  front  of  the  pictnre  plane. 

PROBLEMS  VII.  and  VIIL  Find  the  perspective  of  the 
line  A. 

PROBLEMS  IX.  and  X.  Find  the  perspective  of  the 
vanishing  point  of  the  system  of  lines  parallel  to  the  given 
line  A. 

PROBLEM  XI.  Find  from  the  given  plan  and  elevation 
the  perspective  projection  of  the  rectangular  block. 

The  view  to  be  shown  is  indicated  by  the  diagram.  The 
station  point  is  to  be  3|  inches  in  front  of  the  picture  plane. 
The  position  of  SP^  is  given.  The  perspective  projection  is  to 
rest  upon  a  horizontal  plane  2  inqjies  below  the  level  of  the  eye. 
Invisible  lines  in  the  perspective  projection  sliould  be  dotted. 
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PLATE   II. 

PROBLEM  XII.  To  find  the  perspective  of  a  cube  the 
sides  of  which  are  1^  inches  long,  resting  on  a  horizontal  plane 
I  inch  below  the  observer's  eye. 

The  nearest  edge  of  the  cube  is  about  1|-  inches  behind  the 
picture  phine,  as  shown  by  the  relation  between  the  given  diagram 
and  HP  P.  The  station  point  is  to  be  3|  inches  in  front  of  the 
picture  plane.  The  position  of  SP^'  is  given.  Invisible  edges 
of  the  cube  should  be  dotted  in  the  perspective  projection. 

PROBLEM  XIII.  To  find  the  perspective  of  a  cube  similar 
to  that  in  the  last  problem. 

The  position  of  the  cube  is  such  that  it  intersects  the  picture 
plane  as  indicated  by  the  relation  between  the  given  diagram 
and  HPP.  The  cube  is  supposed  to  rest  on  the  horizontal  plane 
represented  by  VHi.  The  station  point  is  to  be  3|  inches  in  front 
of  the  picture  plane.  The  position  of  SP^'  is  given.  Invisible  edges 
should  be  dotted  in  the  perspective  projection. 

PROBLEM  XIV.     Block   pierced  by  a   rectangular  hole. 

The  plan  and  elevation  given  in  the  figure  represent  a  rectan- 
gular block  pierced  by  a  rectangular  hole  which  runs  horizontally 
through  the  block  from  face  to  face,  as  indicated.  The  diagram, 
HPP,  and  the  position  of  SP^'  are  given.  The  block  is  to  rest  on  a 
horizontal  plane  2|  inches  below  the  observei-'s  eye.  The  observers 
eye  is  to  be  62  inches  in  front  of  the  picture  plane.  Find  the  per- 
spective projection  of  the  block  and  of  the  rectangular  hole. 
-All  invisible  lines  in  the  perspective  projection  should  be  dotted. 

PLATE  III. 

PROBLEM  XV.  Find  the  perspective  projection  of  the 
house  shown  in  plan,  side  and  end  elevations. 

The  diagram,  HPP,  and  the  projections  of  the  station  point 
are  given.  The  house  is  supposed  to  rest  on  a  horizontal  plane 
l^Q  inch  below  the  observer's  eye.  Invisible  lines  in  this  per- 
spective projection  need  not  be  shown  except  as  they  may  be 
needed  for  construction.  All  necessary  construction  lines  should 
be  shown  ;  but  the  points  in  the  perspective  projection  need  not  be 
lettered,  except  a^,  b^,  e^,  and  (F. 
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PLATE   IV. 


PROBLEM  XVI. 


The  plate  shows  the  phin,  front,  and  side  elevationG  of  a 
house.  In  order  to  assist  the  student  in  understanding  these 
drawings,  an  oblique  projection  (at  one-half  scale)  is  given,  with 
the  visible  lines  and  planes  lettered  to  agree  with  those  in  the 
plan  and  elevations. 

The  problem  is,  first,  to  find  a  comj^lete  Vanishing  Point 
Diagram  (§  75)  for  the  house  in  the  position  indicated  by  the 
given  diagram;  second,  to  draw  the  perspective  projection  of 
the  house,  resting  on  a  horizontal  plane  six  inches  belov/  the  level 
of  the  observer's  eye.  I'he  projections  of  the  station  point  are 
given. 

There  will  be,  including  the  vertical  system,  eleven  systems 
of  lines  and  eight  systems  of  planes  in  the  vanishing  point  dia- 
gram. 

Note.  —  The  lines  of  these  systems  can  most  easily  be  iden- 
tified by  first  finding  their  horizontal  projections  on  the  plan. 

In  finding  the  vanishing  points  for  the  different  systems,  the 
student  should  proceed  in  the  following  order  :  — 

1st.    Draw  VH  the  vanishing  trace  for  all  horizontal  planes. 

2d.  Find  v^^,  the  vanishing  point  for  all  horizontal  lines  in 
the  house  that  vanish  to  the  right. 

3d.  Find  v^^,  the  vanishing  point  for  all  horizontal  lines  van- 
ishing to  the  left. 

4th.  Find  v"".  The  line  o)i,  forms  the  intersection  of  the 
planes  Ni  and  U,  (see  oblique  projection).  To  this  same  system 
belong  the  lines  rq,  ts,  and  zi/. 

5tli.  Find  w"'".  The  line  tun  forms  the  intersection  of  the 
planes  Mj  and  U,  (see  oblique  projection).  To  this  same  system 
belong  the  lines  qp,  vu,  and  xw. 

6th.  Find  v^.  The  line  Ji  foi-ms  the  intersection  of  the 
planes  S  and  Vj.     The  line  jk  also  belongs  to  this  same  system. 

7th.  Find  y'^.  The  line  Ig  forms  the  intersection  of  the 
planes  R  and  V..     The  line  kh  also  belongs  to  this  system. 
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8th.  Find  v^K  The  line  dj  forms  the  intersection  of  the 
planes  P  and  M.  To  this  same  system  belongs  the  lina  which 
forms  the  intersection  of  the  planes  P  and  M, 

9th.  Find  v^^.  The  line  gb  forms  the  intersection  of  the 
planes  N  and  O.  To  this  same  system  belongs  the  line  which 
forms  the  intersection  between  the  planes  Ni  and  O. 

10th.  Draw  the  vanishing  traces  of  the  planes  M,  N,  O,  P, 
R,  S,  U,  and  V,  checking  the  construction  of  the  vanishing  points 
already  found. 

11th.  t>**  will  now  be  determined  by  the  intersection  of  TP 
and  TN  (§  74).  The  lines- forming  the  intersection  of  the  plane 
P  with  the  planes  N  and  Nj  will  vanish  at  v^\ 

In  a  similar  manner  v^'"  will  be  determined  by  the  intersection 
of  TM  and  TO.  The  lines  forming  the  intersections  of  the  plane 
O  with  the  planes  M  and  Mj  will  vanish  at.  r'"^. 

The  complete  vanishing  point  diagram  has  now  been  found ; 
and  it  remains  only  to  establish  VHj  in  accordance  with  the  given 
data,  and  construct  the  perspective  projection  of  the  house.  A 
bird's-eye  view  has  been  chosen  for  the  perspective  projection  in 
order  to  show  as  many  of  the  roof  lines  as  possible. 

Each  visible  line  in  the  perspective  projection  should  be  con- 
tinued by  a  dotted  construction  line,  to  meet  its  particular  van- 
ishing point. 

This  problem  will  require  more  care  in  draughting  than  any 
of  the  previous  ones,  and  the  angles  of  the  lines  in  revolved  plan 
and  elevation  should  be  laid  off  with  great  precision.  Tlie  stu- 
dent should  not  attempt  to  make  the  perspective  projection  until 
the  vanishing  point  diagram  is  drawn  with  accuracy. 


PLATE  V. 

PROBLEM  XVIL 

From  the  given  data  construct  a  perspective  projection,  using 
the  plan  of  view  for  a  diagram  as  indicated.  HPP,  VHj,  SP'^, 
and  SP^  are  given. 

This  plate  need  not  be  lettered,  except  as  the  student  may 
find  it  an  aid  in  construction. 
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PLATE  VI. 

PROBLEM  XVIII. 

Construct,  by  the  method  of  perspective  plan,  a  perspective 
projection  of  the  object  shown  in  the  given  plan  and  elevations. 

HPP  and  VH  are  to  be  taken  coincident  (§  107),  as  in- 
dicated on  the  plate. 

Tlie  vanishing  points  (f^'^  and  f^'^)  for  the  two  systems  of 
horizontal  lines  in  the  object  are  given.  The  line  ab  is  to  make 
an  angle  of  60°  with  the  picture  plane. 

VHj  is  the  vertical  trace  of  the  horizontal  plane  on  which 
the  perspective  plan  is  to  be  drawn.  The  corner  (a^)  of  this  plan 
is  given.  The  perspective  projection  of  the  object  is  to  rest  on 
the  horizontal  plane  determined  by  YHj. 

An  oblique  projection  of  the  object  is  given  to  assist  in  read- 
ing the  plan  and  elevations. 

The  student  may  use  his  discretion  in  lettering  this  plate. 
No  letters  are  required  except  those  indicating  the  positions  of 
the  station  point  and  the  measure  points. 


171 


i^J^J^^&.-e::^^'. 


! 

\^i 

.  ^^ 

f*'     ^ 

•■-V 

p"   •., 

V'  ' 

.  '►..» 

Sl-' 

?A 

r! 

I  "i 

x- 

,  '-f 

4 

:^ 

SHADES  AND  SHADOWS, 


1.  The  drawings  of  which  an  architect  makes  use  can  be 
divided  into  two  general  kinds:  those  for  designing  the  building 
and  illustrating  to  the  client  its  scheme  and  appearance;  and 
"working  drawings"  which,  as  their  name  implies,  are  the  draw- 
ings from  which  the  building  is  erected.  The  lirst  class  includes 
"  studies,"  "  preliminary  sketches,"  and  ''  rendered  drawings." 
Working  drawings  consist  of  dimensioned  drawings  at  various 
scales,  and  full-sized  details. 

2.  It  is  in  the  drawinos  of  the  first  kind  that  "shades  and 
shadows"  are  employed,  their  use  being  an  aid  to  a  more  truthful 
and  realistic  representation  of  the  building  or  object  illustrated. 
All  architectural  drawings  are  conventional;  that  is  to  say,  they  are 
made  according  to  certain  rules,  but  are  not  pictures  in  the  sense 
that  a  painter  represents  a  building.  The  source  of  light  casting 
the  shadows  in  an  architectural  representation  of  a  building  is  sup- 
posed to  be,  as  in  the  "picture"  of  a  building,  the  sun,  but  the 
direction  of  its  rays  is  fixed  and  the  laws  of  light  observed  in  nature 
are  also  somewhat  modified.  The  purpose  of  the  architect's  draw- 
ing is  to  explain  the  building,  therefore  the  laws  of  light  in  nature 
are  followed  only  to  the  extent  in  which  they  help  this  explanation, 
and  are,  therefore,  not  necessarily  to  be  followed  consistently  or 
completely.  The  fixed  direction  of  the  sun's  rays  is  a  further  aid 
to  the  purpose  of  an  architectural  drawing  in  that  it  gives  all  the 
drawings  a  certain  uniformity. 

3.  Definitions.  A  clear  understanding  of  the  following  terms 
is  necessary  to  insure  an  understanding  of  the  explanations  which 
follow. 

4.  Shade:  When  a  body  is  subjected  to  rays  of  light,  that 
portion  which  is  turned  away  from  the  source  of  light  and  which, 
therefore,  does  not  receive  any  of  the  rays,  is  said  to  be  in  shade. 
See  Fig.  1. 

5.  /Shadow:     When  a  surface  is  in  light  and  an  object  is 
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placed  between  it  and  the  source  of  light,  intercepting  thereby 
some  of  the  rays,  that  portion  of  the  surface  from  which  light  is 
thus  excluded  is  said  to  be  in  shadow. 

().     In   actual   practice  distinction  is  seldom  made  between 
'these  terms  "shade"  and   '"  shadow,"  and  "shadow"  is  generally 
used  for  that  part  of  an  object  from  which  light  is  excluded. 

7.  Umbra:  That  portion  of  space  from  which  light  is 
excluded  is  called  the  umbra  or  invisible  shadow. 

(a)  The  umbra  of  a  point  in  space  is  evidently  a  line. 

(b)  The  umbra  of  a  line  is  in  general  a  plane. 

(c)  The  umbra  of  a  plane  is  in  general  a  solid. 

(d)  It  is  also  evident,  from  Fig.  1,  that  the  shadow  of  an  object  upon 
another  object  is  the  intersection  of  the  umbra  of  the  first  object  with  the 
surface  of  the  second  object.  For  example,  in  Fig.  1,  the  shadow  of  the  given 
sphere  on  the  surface  in  light  is  the  intersection  of  its  umbra  (in  this  case  a 
cylinder)  with  the  given  surface  producing  an  ellipse  as  the  shadow  of  the 
sphere. 

8.  Ray  of  light:     The  sun  is  the  supposed  source  of  light 

in  "  shades  and  shadows," 
and  the  rays  are  propo- 
gated  from  it  in  straight 
lines  and  in  all  directions. 
Therefore,  the  ray  of  light 
can  be  represented  graph- 
ically by  a  straight  line. 
Since  the  sun  is  at  an  in- 
finite distance,  it  can  be 
safely  assumed  that  the 
rays  of  light  are  all  par- 
allel. 

9.     Plans  of  light:  A 

plane  of  light  is  any  plane  containing  a  ray  of  light,  that  is,  in  the 

sense  of  the  ray  lying  in  the  plane. 

10.  Shade  line:  The  line  of  separation  between  the  portion 
of  an  object  in  light  and  the  portion  in  shade  is  called  the  shade  line. 

11.  It  is  evident,  from  Fig.  1,  that  this  shade  line  is  the 
boundary  of  the  shade.  It  is  made  up  of  the  points  of  tangency 
of  rays  of  light  tangent  to  the  object. 

12.  It  is  also  evident  that  the  shadow  of  the  object  is  the 
space  enclosed  by  the  shadow  of  the  shade  line.     In  Fig.  1,  the 


FIG-l 
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shade  line  of  the  given  sphere  is  a  great  circle  of  the  sphere.  The 
shadow  o"f  this  great  circle  on  the  given  plane  is  an  ellipse.  The 
portion  within  the  ellipse  is  the  shadow  of  the  sphere. 

NOTATION. 

13.  In  the  following  explanations  the  notation  usual  in 
orthographic  projections  will  be  followed: 

H   =  horizontal  co-ordinate  plane. 
V    =  vertical  co-ordinate  T)lane. 
a     ~  point  in  space. 

cC  =  vertical  projection  (or  elevation)  of  the  point. 
a^  =  horizontal  projection  (or  plan)  of  the  point. 
«Ts  3=  shadow  on  V  of  the  point  a. 
a^s  —  shadow  on  H  of  the  point  a. 
E.    =  ray,  of  light  in  space, 

E.V  _  vertical  projection  (or  elevation)  of  ray  of  light. 
Rii  =  horizontal  projection  (or  plan)  of  ray  of  light. 
GL=  ground  line,  refers  to  a  plane  on  which  a  shadow  is  to 
be  cast,  and  is  that  projection  of  the  2)lane  which  is  a  line. 

14.  In  orthographic  projection  a  given  point  is  determined  by  "project- 
ing" it  upon  a  vertical  and  upon  a  horizontal  plane.  In  representing  these 
planes  upon  a  sheet  of  drawing  paper  it  is  evident,  since  they  are  at  right 
angles  to  each  other,  that  when  the  plane  of  the  paper 

represents  V  (the  vertical  "co-ordinate"  plane) ,  the  hor- 
izontal  "co-ordinate"  plane  H,  would  be  seen  and  rep-  FIG*  2 

resented  as  a  horizontal  line.  Fig.  2.     Vice,  versa,  when  VerUcs.L 

the  plane  of  the  paper  represents  H(the  horizontal  co-  Co-ordina.fe 

ordinate  plane) ,  the  vertical  co-ordinate  plane  V,  would  phxrie 

be  seen  and  represented  by  a  horizontal  line,  Fig.  2.  j.^  blane 

15.  In  architectural  drawings  having  the  eleva-        — ^ ^ 


tion  and  plans  upon  the  same  sheet,  it  is  customary  to  tjw-  bla.ne 

place  the  "elevation,"  or  vertical  projection,  above  the  ^ 

plan,  as  in  Fig.  2.  Hori^onral 

It  is  evident  that  the  distance  between  the  two  Co-oroinekte. 

ground  lines  can  be  that  which  best  suits  convenience.  jalane 

16.  As  the  problems  of  finding  the  shades  and 
shadows  of  objects  are  problems  dealing  with  points, 

lines,  surfaces,  and  solids,  they  are  dealt  with  as  problems  in  Descriptive 
Geometry.  It  is  assumed  that  the  student  is  familiar  with  the  principles  of 
orthographic  projection.  In  the  following  problems,  the  objects  are  referred 
to  the  usual  co-ordinate  planes,  but  as  it  is  unusual  in  ai'chitectural  drawings 
to  have  the  plan  nnd  elevation  on  the  same  sheet,  two  ground  lines  are  used 
instead  of  one. 

17.  Ray  of  Light.  The  assumed  direction  of  the  conven- 
tional ray  of  light  R,  is  that  of  the  diagonal  of  a  cube,  sloping 
downward,   forward  and  to  the  right;  the  cube  being  placed  so 
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that  its  faces  are  either  parallel  or  perpendicular  to  H  and  V". 
Fio-,  3  shows  the  elevation  and  plan  of  such  a  cube  and  its  diagonal. 
It  will  be  seen  from  this  that  tlie  II  and  Y  projections  of  the 
raij  ofVqJd  mal'e  angles  of  45^ loith  the  ground  lines.  The  true 
angle  which  the  actual  ray  in  space  makes  with  the  co-ordinate 
planes  is  35®  15'  52'  This  true  angle  can  be  determined  as  shown 
in  Fig.  4.  Kevolve  the  ray  parallel  to  either  of  the  co-ordinate 
planes.  In  Fig.  4,  it  has  been  revolved  parallel  to  V,  hence  T  is 
its  true  angle. 


FIG'3 


18.  It  is  important  in  the  following  explanations  to  realize  the 
difference  in  the  terms  "ray  of  light,"  and  "projections  of  the  ray 
of  light." 

SHADOWS  OF  POINTS. 

I'J.  Problem  I.  To  find  the  shadow  of  a  given  point  on  a 
given  plane. 

Fig.  5  sho^^s  the  plan  and  elevation  of  a  given  point  a. 
It  is  required  to  find  its  shadow  on  a  given  plane,  in  this  case  the 
V  plane.  The  shadow  of  the  point  a  on  V  will  be  the  point  at 
which  the  ray  of  light  passing  through  a  intersects  V. 

Through  the  H  projection  a^,  of  the  given  point,  draw  R^ 
until  it  intersects  the  lower  ground  line.  This  means  that  the 
ray  of  light  through  «  has  pierced  V  at  some  point.  The  exact 
point  will  be  on  the  perpendicular  to  the  ground  line,  where  K^ 
drawn  through  a^  intersects  the  perpendicular.  The  point  a^^  is, 
therefore,  the  shadow  of  a  on  the  V  plane. 

E,^  is  also  the  V  projection  of  the  umh^a  of  the  point  a  and 
it  will  be  seen  that  the  shadow  of  a  on  Y  is  the  intersection  of  its 
umbra  with  V. 
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20.  Fio;.  G  shows  the  construction  for  lindino;  the  shadow  of 
a  point  a  on  H. 

21.  Fio;.  7  shows  the  construction  for  finding;  the  shadow  of 
a  point  <7,  which  is  at  an  equal  distance  from  both  V  and  H.  Itfl 
shadow,  therefore,  falls  on  the  line  of  intersection  of  Y  and  H. 

22.  Fig.  8  shows  the  construction  for  finding  the  imaginary 


shadow  of  the  point  a,  situated  as  in  Fig.  5,  that  is,  nearer  the  V 
plane  than  the  II.  The  actual  shadow  would  in  this  case  fall  on 
V,  but  it  is  sometimes  necessary  to  find  its  imaginary  shadow  on  H. 
The  method  of  determining  this  is  similar  to  that  explained  in 
connection  with  Fig.  5. 

Draw  R^  until  it  meets  the  ground  line  of  II. 

Erect  a  perpendicular  at  this  point  of  intersection. 

Draw  R^. 

Tlie  intersection  a'^^,  of  tlie  latter  and  the  perpendicular,  is  the 
required  imaginary  shadow  on  H  of  the  point  a. 


FIG'6 


FIG-8 


23.  The  actual  shadow  of  a  given  point,  with  reference  to 
the  two  co-ordinate  planes,  will  fall  on  the  nearer  co-ordinate  plane. 

24.  Fig.  9  shows  the  construction  for  finding  the  shadow  of 
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a  given  point  ((  on  the  V  plane    when  the  vertical  and  profile 
projections  of  the  point  are  given. 

25.  In  general,  the  finding  of  the  shadoio  of  a  giveti  point 
on  a  given  plane  is  the  same  as  the  finding  of  the  point  of  inter- 
section of  its  umhra  with  that  plane.  To  obtain  this,  one  projec- 
tion of  the  given  ^??««(3  inust 
he  a  line  and  that  is  used  as 
the  ground  line.  It  is  neces- 
sary  to  have  a  ground  line  to 
which  is  drawn  the  projection  of 
the  ray  of  light,  in  order  that  we 

may  know  that  the  ray  of  light  has  pierced  the  given  plane. 

SHADOWS  OF  LINES. 

26.  Problem  II.  To  find  the  shadow  of  a  given  line  on  a 
given  plane. 

A  straight  line  is  made  up  of  a  series  of  points,  Rays  of  light  passing 
through  all  of  these  points  would  form  a  plane  of  light.  The  intersection  of 
this  plane  of  light  with  either  of  the  co-ordinate  planes  would  be  the  shadow 
of  the  given  line  on  that  plane.  This  shadow  would  be  a  straight  line  because 
two  planes  always  intersect  in  a  straight  line.  This  fact,  and  the  fact  that  a 
straight  line  is  determined  by  two  points,  enables  us  to  cast  the  shadow  of  a 
given  line  by  simjily  casting  the  shadows  of  any  two  points  in  the  line  and 
drawing  a  straight  line  between  these  points  of  shadow. 

FIG^IO 


In  Fig.  10,  a^l"^  and  «^5^  are  the  elevation  and  plan 
respectively  of  a  given  line  ah  in  space.  Casting  the  shadow  of 
the  ends  of  the  line  a  and  h  by  the  method  illustrated  in  Problem  1 
and  drawing  the  line  a^^h"'^^  we  obtain  the  shadow  of  the  given 
line  ah  on  Y. 

27.  Fig.  11  shows  the  construction  for  finding  the  shadow 
of  the  line  ah  when  the  shadow  falls  upon  H. 
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28,  Fig.  12  shows  the  construction  for  finding  the  shadow 
of  a  line  so  situated  that  part  of  the  shadow  faUs  upon  V  and  the 
remainder  on  H.  To  obtain  the  shadow  in  such  a  case,  it  must  be 
found  loliollij  ovb  eitlier  one  of  the  co-ordinate i)laiies.  In  Fig.  12, 
it  has  been  found  wholly  on  Y,  a^^  being  the  actual  shadow  of  that 
end  of  the  line,  and  Jf^^  being  the  imaginary  shadow  of  the  end  h 
on  V.  Of  the  line  ay^T/'^  we  use  only  the  part  i*^^c^%  that 
being  the  shadow  which  actually  falls  upon  Y. 


The  point  where  the  shadow  leaves  Y  and  the  point  where  it 
begins  on  H  are  identical,  so  that  the  beginning  of  the  shadow  on  H 
will  be  on  the  lower  ground  line  directly  below  the  point  c^^;  c^^ 
will  then  be  one  point  in  the  shadow  of  the  line  on  II,  and  casting 
the  shadow  of  the  end  h  we  obtain  V^^.  The  line  c^^}j^^,  drawn 
between  these  points,  is  evidently  the  required  shadow  on  H. 


29. 


Another  method  of  casting  the  shad- 


FIG  ^14 


ow  of  such  a  line  as  ah  is  to  determine  the 
entire  shadow  on  each  plane  independently. 
This  will  cause  the  two  shadows  to  cross  the 
ground  lines  at  the  same  point  c^  and  of  these 
tw^o  lines  of  shadows  we  take  only  the  actual 
shadows  as  the  required  result.  This  method 
involves  unnecessary  construction,  but  should 
be  understood, 

30.  Fig.  13  shows  the  construction  of  the 
shadow  of  a  given  line  on  a  plane  to  which 
it  is  parallel.     It  should  be   noted  that  the 

shadow  in  this  case  is  parallel  and  equ(d  in  lenijth  to  the  given  line. 

31,     Fig.  14  shows  the  construction  of  the  shadow^  of  a  given 

line  on  a  plane  to  which  the  given  line  is  perpendicular.      It  is  to 
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be  noted  that  ^^6  shadow  coincides  in  direction  with  the  projection 
of  the  ray  of  light  on  that  plane,  and  is  equal  in  length  to  the 
diatTonal  o^  a  square  of  which  the  given  line  is  one  side. 

32.  FiiT.  15  shows  the  construction  for  finding  the  shadow 
of  a  curved  line  on  a  given  plane.  Under  these  conditions  we  find, 
by  Problem  1,  the  shadows  of  a  number  of  points  in  the  line — 
the  greater  the  number  of  points  taken  the  more  accurate  the  re- 
sulting shadow.  The  curve  drawn  through  these  points  of  shadow 
is  the  required  shadow. 

33.  In  Fig.  16  the  given  line  ah  is  in  space  and  the  prob- 
lem is  to  find  its  shadow  on  two  rectangular  planes  mnop  and  nrso^ 
both  perpendicular  to  H. 

Consider  first  the  shadow  of  ah  on  the  plane  innop.  The 
edore  no  is  the  limit  of  this  plane  on  the  right.  Therefore  from 
the  point  n^  draw  back  to  the 


given  line  the  projection  of  a 
ray  of  light.  This  45°  line  in- 
tersects the  given  line  at  c^.  It 
is  evident  that  of  the  given  line 

FIG'15 


FIG'16 


ah^  the  part  ac  falls  on  the  plane  mnop  and  the  remainder,  eh,  on 
the  plane  nrso. 

To  find  the  shadow  of  ac  on  the  left-hand  plane  we  must  first 
determine  our  ground  line.  The  ground  line  will  he  that  pro- 
jection of  the  p>lane  receiving  the  shadoio  whichis  a  line.  In  this 
example  the  vertical  projection  of  the  plane  mnop  is  the  rectangle 
m^'n'^o^p^.  This  projection  cannot,  therefore,  be  used  as  a  GL, 
The  plan,  or  II  projection,  of  this  plane  is,  however,  a  line  ni^n^. 
This  line,  therefore,  will  be  used  as  the  ground  line  for  finding  thf 
shadow  of  ac  on  innop. 
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FIG'I7 


"We  find  the  shadow  of  a  to  be  at  cf"  and  the  shadow  of  c  at  c^, 
Problem  I.  The  line  «*rs  is,  therefore,  a  part  of  the  required 
shadow.     The  remaining  part,  d^b'^  is  found  in  a  similar  manner. 

34.     The  above  illusti'ates  the  method    of    determinincp  the 

o 

GL  when  the  shadow  falls  upon  some  plane  other  than  a 
co-ordinate  plane.  In  case  neither  projection  of  the  given  plane 
is  a  h*ne,  the  shadow  must  be  deter- 
mined by  methods  which  will  be  ex- 
plained later. 

SHADOWS  OF  PLANES. 

35.  Problem  III.  To  find  the  shad= 
ow  of  a  given  plane  on  a  given  plane. 

Plane  surfaces  are  bounded  by' 
straight  or  curved  lines.  Find  the 
shadows  of  the  bounding  lines  by  the 
method  shown  in  Problem  II.  The 
resulting  figure  will  be  the  required 
shadow. 

36.  In  Fig.  IT,  the  plane  ahc  is  so 
situated  that  its  shadow  falls  wholly 
upon  y.     The  shadows  of  its  bounding  lines,  al)^  Ic,  ca  have  been 
found  by  Problem  II. 


FIGM8 


FIGI9 


That  portion  of  the 
shadow  hidden  by  the 
plane  in  elevation  is 
cross-hatched  along  the 
edge  of  the  shadow  only. 
This  method  of  indicat- 
ing; actual  shadows 
which  are  hidden  by 
the  object  is  to  be  fol- 
lowed  in  working  out 

the  problems  of  the  examination  plates. 

37.     Fig.  18  shows  the  construction  of  the  shadow  of  a  plane  on 

the  co-ordinate  plane  to  which  the  given   plane   is  parallel.     (In 

this  case  the  vertical  plane.)     It  is  to  be  observed  that  the  shadow 

is  equal  in  size  and  shape  to  the  given  plane. 

Fig.  19  shows  that,  in  case  of  a  circle  parallel  to  one  of  the 
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co-ordinate  planes,  it  is  only  necessary  to  find  the _  sliadow  of  the 
center  of  the  circle  and  with  that  point  as  a  center  construct  a 
circle  of  the  same  radius  as  that  of  the  given  circle. 

NOTE: 

39.  Any  point,  line,  or  plane  lying  in  a  surface  is  considered  to  be  its 
own  shadow  on  that  surface. 

40.  A  s^irfaee i^ctrallel  to  a  ray  of  light  is  considered  to  he  in  shade. 

41.  In  the  above  problems  the  points,  lines  and  planes  have  been  given 
in  vortical  and  horizontal  projection.  The  methods  for  finding  their  shadows 
are,  in  general,  equally  true  when  the  points,  lines  and  planes  are  given  by 
vertical  and  profile  projection  or  horizontal  and  profile  projection. 

SHADOWS  OF   SOLIDS. 

42.  The  methods  for  finding  the  shadows  of  solids  vary  with  the 
nature  of  the  given  solid.  The  shadows  of  solids  which  are  bounded 
by  plane  surfaces,  none  of  which  are  parallel,  or  perpendicular,  to 
the  co-ordinate  planes,  can  in  general,  be  found  only  by  finding  the 
shadows  of  all  the  bounding  planes.  These  will  form  an  enclosed 
polygon,  the  sides  of  which  are  the  shadows  of  the  shade  lines  of 

the  object,  and  the  shade 


I 


FIG'20 


lines  of  the  solid  are  deter- 
mined in  this  way.  The 
following  is  an  illustration 
of  this  class  of  solids. 

43.  Problem  IV.  To 
find  the  shade  and  shadow^ 
of  a  polyhedron,  none  of 
whose  faces  are  parallel  or 
perpendicular  to  the  co=or= 
dinate  planes. 

Fig  20  shows  a  poly- 
hedron in  such  a  position 
and  of  such  a  shape  that 
none  of  its  faces  are  per- 
pendicular or  parallel  to  the 
co-ordinate  planes.  It  is 
impossible,  therefore,  to  apply  to  this  figure  the  projections  of  the 
rays  of  light  and  determine  what  faces  are  in  light  and  what  in 
shade.  Consequently  we  cannot  determine  the  shade  line  whose 
shadows  would  form  the  shadow  of  the  object. 
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FIG*  21 


Under  these  circunistanees  toe  must  cast  the  shadows  of  all 
the  houndary  edges  of  the  ol>ject.  Some  of  these  lines  of  shadow 
will  form  a  polygon,  the  others  will  fall  inside  this  polygon.  The 
edges  of  the  object  whose  shadows  form  the  bounding  lines  of  the 
polygon  of  shadow  are  the  shade  lines  of  the  given  object.  Know- 
ing the  shade  lines,  the  light  and  shaded  portions  of  the  object  can 
now  be  determined,  since  these  are  separated  by  the  shade  lines. 

In  a  jyrohlem  of  this  kind  care  should  he  taken  to  letter  or 
nuwher  the  edges  of  the  given,  object. 

44.  The  edges  of  the  polyhedron  shown  in  Fig.  20  are  aJ, 
he,  cd,  da,  ac  and  hd. 

Cast  the  shadows  of  each  of  these  straight  lines  by  the  method 
shown  in  Problem  II. 

We  thus  obtain  a  polygon  bounded 
by  the  lines  V^^c^^^  c'HC'^,  a-'^b^^,  and 
this  polygon  is  the  shadow  of  the  given 
solid. 

The  lines  which  cast  these  lines  of 
shadow,  l/'^c^^,  c^Hc^"",  and  ay^b''^  are 
therefore  the  shade  lines  of  the  object, 
and,  therefore,  the  face  abc  is  in  light 
and  the  faces  abd,  bed,  and  acd  are 
in  shade. 

The  shadows  of  the  edges  bd,  dc,  and 
ad  falling  within  the  polygon,  indi- 
cate that  they  are  not  shade  lines  of 
the  given  object,  and,  therefore,  they 
separate  two  faces  in  shade  or  two 
faces  in  light.  In  this  example  bd 
and  cd  separate  two  dark  faces. 

In  architectural  drawings  the  object  usually  has  a  sufficient 
number  of  its  planes  perpendicular  or  parallel  to  the  co-ordinate 
planes,  to  permit  its  shadow  being  found  by  a  simpler  and  more 
direct  method  than  the  one  just  explained. 

45.  Problem  V.  To  find  the  shade  and  shadow  of  a  prism 
on  the  co-ordinate  planes,  the  faces  of  the  prism  being  perpen= 
dicular  or  parallel  to  the  V  and  H  planes. 

In  Fig.  21  such  a  prism  is  shown  in  plan  and  elevation.     The 
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elevation  shows  it  to  be  resting  on  H,  and  the  plan  shows  it  to  be 
situated  in  front  of  V,  its  sides  making  angles  with  V.  Since 
its  top  and  bottom  faces  are  parallel  to  H  and  its  side  faces  per- 
pendicnlar  to  that  plane,  we  can  apply  the  projections  of  the  rays 
of  light  to  the  plan  and  determine  at  oiice  which  of  the  side  faces 
are  in  light  and  which  in  shade.  The  projections  of  the  rays  E^ 
and  R-  show  that  the  faces  abf//  and  adlf  receive  the  light  directly, 
and  that  the  two  other  side  faces  do  not  receive  the  rays  of  light 
and  are,  therefore,  in  shade.  The  edges  h(/  and  di  are  two  of 
the  shade  lines.  R'  and  R*  are  the  projections  of  the  rays  which 
are  tangent  to  the  prism  along  these  shade  lines. 

Applying  the  projection  R^  in  the  elevation  makes  it  evident 
that  the  top  face  of  the  prism  is  in  light  and  the  bottom  face  is  in 
shade  since  the  prism  rests  on  H.  This  determines  the  light  and 
shade  of  all  the  faces  of  the  prism,  and  the  other  shade  lines  would 
therefore  be  he  and  eri. 

Casting  the  shadow  of  each  of  these  shade  lines,  we  obtain 
the  required  shadow  on  V  and  H. 

It  is  evident  that  the  shadows  of  the  edges  hg  and  di  on 
II  will  be  45"  lines  since  these  edges  are  perpendicular  to  H  (§  81) 
Also,  their  shadows  on  V  will  be  parallel  to  the  lines  themselves 
since  these  shade  lines  are  parallel  to  Y.     (^  30) 

4(3.  In  general,  to  find  the  shadow  of  an  object  whose  planes 
aro  parallel  or  perpendicular  to  II  or  Y: 

(1)  Apply  to  the  object  the  projections  of  the  ray  of  light  to 
determine  the  lighted  and  shaded  faces. 

(2)  These  determine  the  shade  lines. 

(3)  Cast  the  shadows  of  these  shade  lines  by  the  method  fol- 
lowed  in  Proldem  II. 

47.  Problem  VI.  To  find  the  shade  and  shadow  of  one 
object  on  another. 

In  Fig.  22  is  shown  in  plan  and  elevation  a  prism  B,  resting 
on  II  and  against  Y.  Upon  this  prism  rests  a  plinth  A:  To  find 
the  shadow  of  the  plinth  on  the  prism  and  the  shadow  of  both  on 
the  co-ordinate  planes.  Since  these  objects  have  their  faces  either 
perpendicular  to,  or  parallel  to,  the  co-ordinate  planes,  M^e  can  deter- 
mine immediately  the  light  and  shade  faces  and  from  them  the 
shade  lines. 
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48.  Considering  first  the  plintL.  A,  it  is  evident  that  its  top, 
left-hand  and  front  faces  will  receive  the  lieht,  that  the  lower  and 
right-hand  faces  will  he  in  shade.  The  back  face  restino'  aseainst 
the  V  plane  will  be  its  own  shadow  on  V.  (^  39)  The  shade  lines  of 
A  will  be,  therefore,  cf,f<Ji  go  and  cd. 

Cast  the  shadows  of  these  lines.  A  rests  against  Y  and  part 
of  its  shadow  will  fall  on  V;  also,  since  it  rests  on  B  the  remainder 
will  fall  on  B.  Begin  with  the  point  i\  one  end  of  the  shade  line; 
this  point,  lying  in  V,  is  its  own  shadow  on  V.  (§  39). 

The  line  ef  being  perpendicular  to  V,  its  shadow,  or  as 
much  of  its  shadow  as  falls  on  Y,  will  be,  therefore,  a  45°  line 
drawn  from  e^.  The  point  t^^^  in  plan,  shows  the  amount  of  the 
line  ^'/' which  falls  on  Y,  the  rest  tf  falls  on  the  side  face  of  the 
prism,  and  this  shadow  is  not  visible  in  elevation  or  plan. 

The  shadow  of  the  point  y  evidently  falls  on  the  edge  of  the 
pi'ism  at  f^^  see  jjlan.  This  point  f 
is  one  end  of  the  shade  \u\efg,  there- 
fore f  is  one  point  in  the  shadow  oi 
f(j  on  the  front  face  of  the  prism  B. 
The  liney^/ being  parallel  to  this  front 
face,  its  shadow  will  be  parallel  to  the 
line,  therefore  from  the  pointy^  we 
draw  the  horizontal  liney/'j®. 

If  from  the  point  q\^  we  draw  the 
projection  of  a  ray  of  light  back  to 
the  shade  Vmef^g"  we  determine  the 
amount  of  the  line  casting  a  shadow 
on  the  front  face  of  B,  that  is  to  say,  the 

distancej'^y''^.  The  shadow  of  the  remainder,  r''(f,  falls  beyond  the 
prism  on  the  Y  plane,  and  is  evidently  the  line  t^^'^if^.  Thus 
the  shadow  of  the  shade  line  from  e  to  <j  has  been  determined. 

The  next  portion  of  the  shade  line,  g(\  is  a  vertical  line  and 
we  have  already  obtained  the  shadow  of  the  end  g.  Since  it  is  a 
vertical  line  its  shadow  on  Y  will  be  vertical  and  ecpial  in  length. 
Therefore  draw  g^^c"'^. 

There  remains  now  only  the  edge,  cd,  of  which  to  cast  the 
shadow.  The  end  d  being  in  the  Y  plane  must  be  its  own  shadow 
on  that  plane.  (§  39)     "VVe  have  already  found  the  shadow  of  the 
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other  end  c,  at  c"'^.  Therefore  cPc"^  is  the  shadow  of  do  and 
completes  the  outline  of  the  shadow  of  the  plinth. 

It  will  be  noted  that  cPc^^  is  a  45^  line,  which  would  be 
expected  since  the  edge  do  is  perpendicular  to  V. 

49.  Considering  next  the  prism  B,  we  find  by  applying  the 
projections  of  the  rays  of  light  to  the  plan,  that  the  front  and 
left-hand  faces  are  in  light,  and  that  the  right-hand  face  is  in 
shade.  Therefore  the  only  shade  line  in  this  case  is  the  edge 
mn.  The  upper  part  of  this,  QiVr^^  is  in  the  shade  of  the 
plinth  and  therefore  cannot  cast  any  shadow. 


It  is  to  be  noted  that  the  ray  of  light  from  the  point  ^''  in  the 
plinth  A  passes  through  the  point  r^  in  the  shade  line  of  the 
prism  B.  In  finding  the  shadow  of  this  point  at  r"'^  we  therefore 
have  found  the  shadow  also  of  one  end  of  the  shade  line  n7\ 
Since  nr  is  vertical,  its  shadow  will  be  vertical  on  V.  There- 
fore draw  r^^w^^.  This  line  completes  the  shadow  of  the  two  objects 
upon  the  V  plane. 
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From  tlie  point  of  sliadow  tv^^  draw  the  V  projection  of  the 
rJiy  back  to  the  line  n^'/\^.  This  shows  how  nmch  of  the  total 
line  nr  falls  upon  Y,  and  how  much  upon  H. 

The  shadow  on  II  of  the  portion  mo  will  be  a  45"  line  since 
mo  is  perpendicular  to  H.  The  point  n  being  in  the  H  plane 
is  its  own  shadow  on  that  plane. 

It  is  to  be  noted  that  the  point  w^^  is  on  the  perpendicular 
directly  below  w^^, 

50.  Problem  VII.  To  find  the  shade  and  shadow  of  a  pedestal. 
Fig.  23  shows  the  plan  and  elevation  of  a  pedestal  resting  on 

the  ground  and  against  a  vertical  wall.  This  is  an  application  of 
the  preceding  problem  in  finding  the  shades  and  shadows  of  one 
object  upon  another.  The  profile  of  the  cornice  moulding  on 
the  left,  at  A,  can  be  used  as  a  profile  projection  in  finding  the 
shadows  of  those  mouldings  on  themselves  and  upon  the  front  face 
B,  of  the  pedestal.  By  drawing  the  profile  projections  of  the  rays 
tano-ent  to  this  profile  of  mouldings,  it  will  be  seen  what  edges  are 
shade  lines  and  where  their  shadows  will  fall  on  the  surface  of  E. 
The  line  a^h^  can  be  assumed  to  be  the  profile  projection  of  the 
front  face  of  B,  and  being  a  line  is  used  as  the  (jround  line  for 
finding  the  shadow  on  B.  As  this  collection  of  mouldings  is 
parallel  to  the  V  plane  their  shades  and  shadows  will  be  parallel 
in  the  elevation.  Otherwise  the  shadows  of  this  pedestal  are  found 
in  a  manner  similar  to  the  preceding  problem. 

51.  Problem  VIII.  To  find  the  shadow  of  a  chimney  on  a 
sloping  roof. 

Fig.  23a  shows  in  elevation  and  side  elevation  the  chimney 
and  roof.  The  chimney  itself  being  made  up  of  prisms  with  their 
planes  parallel  or  perpendicular  to  the  V  plane,  its  light  and  shade 
faces  can  be  determined  at  once,  as  in  Problem  V.  It  will  be 
evident  from  the  figure  that  the  to|),  front,  and  left-hand  faces  of 
\he  chimney  in  elevation  will  be  in  light.  The  remaining  faces 
will  be  in  shade,  and  the  shade  lines  will  be  therefore,  yd.,  on  the 
back,  fZc,  cVy,  and  h,e.  Not  all  of  Ijx  and  yd  will  cast  shadows 
for  the  shadow  of  the  flat  band,  running  around  the  upper  part  of 
the  chimney,  will  cause  a  portion  of  these  two  lines  yd  and  hx 
to  be  in  shadow  and  such  portions  cannot  cast  any  shadows.  (See 
Problem  VI — the  shadow  of  one  object  upon  another.) 
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It  is  evident  that,  to  find  the  shadow  of  the  shade  line  of  the 
chimney  upon  the  sloping  roof,  we  must  have  for  a  ground  line 
a  j^fojection  of  the  roof  loJdcJi  is  a  line.  Thereof  in  elevation 
is  projected  as  a  plane,  but  the  side  elevation  (or  in  other  words 
the  profile  projection)  shows  the  roof  projected  as  a  line  in  the 
line  //P^/P.  This  line  will  be  then  the  ground  line  for  finding 
the  shadow  of  any  point  in  the  chimney  on  the  roof.  For  example, 
take  the  point  b.  If  we  draw  the  profile  projection  of  the  ray 
through  the  point  Ip  until  it  intersects  the  ground  line  Ap^p,  and 
draw  from  this  point  of  intersection  a  horizontal  line  across  until 
it  intersects  the  vertical  projection  of  the  ray  drawn  through  If^  this 
last  point  of  intersection  Z^^  will  be  the  shadow  of  h  upon  the  roof. 

In  a  similar  manner  the  shadow  of  any  point  or  line  in  the 
chimney  can  be  found  on  the  roof. 


^^ 


Before  completing  the  shadow  of  the  chimney  upon  the  roof 
let  us  consider  the  shadow  of  the  flat  band  on  the  main  part  of  the 
chimney.  This  band  projects  the  same  amount  on  all  sides.  On 
the  left-hand  and  front  faces  it  will  cast  a  shadow  on  the  chimney 
proper.  Only  the  shadow  on  the  front  face  will  be  visible  in 
elevation.  To  find  this,  draw  the  profile  projection  of  the  ray 
through  the  point  q^  until  it  intersects  the  line  ^p^p,  the  profile 
projection  of  the  front  face.  From  this  point  ^-jP  draw  a  horizontal 
line  across  until  it  meets  the  vertical  projection  of  the  ray  drawn 
through  (f.  From  q''^  the  shadow  of  q^vf  on  the  front  face  will 
be  parallel  to  q^ of' ^  for  that  line  is  parallel  to  that  face;  therefore 
draw  q^"'z^. 
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N  ow  that  tlie  visible  shadows  on  the  chimney  itself  have  been 
determined,  its  shadow  on  the  roof  can  be  found  as  explained  in 
the  first  part  of  this  problem.  A  portion  of  the  shade  line  of  the 
flat  band,  z^w^^  vf'ny^  etc.,  falls  beyond  the  chimney  on  the  roof, 
as  shown  by  the  line  z^w^^  w^n^,  etc. 

52.  It  is  to  be  noted  in  the  shadow  on  the  roof  that: 

(a)  The  shadows  of  the  vertical  edges  of  the  chimney  make 
angles  with  a  horizontal  line  equal  to  the  angle  of  the  slojpe  of 
the  roof  (in  this  case  GO"^). 

(b)  The  horizontal  edges  which  are  parallel  to  V  cast 
shadows  which  are  parallel  to  these  same  edges  in  the  chimney. 

(c)  The  horizontal  edges  which  are  perpendicular  to  V  cast 
shadows  which  mahe  angles  of  45°  icith  rt  horizontal  line. 

53.  The  above  method  would  also  be  used  in  finding  shad- 
ows on  sloping, surfaces  when  the  objects  are  given  in  elevation  and 
side  elevation,  as,  for  example,  a  dormer  window. 

54.  Problem  IX.  To  find  the  shades  and  shadows  of  a 
hand  rail  on  a  flight  of  steps  and  on  the  ground. 

Fig.  24  shows  the  plan  and  elevation  of  a  flight  of  four  steps 
situated  in  front  of  a  vertical  wall,  with  a  solid  hand  rail  on  either 
side,  the  hand  rails  being  terminated  by  rectangular  posts.  At  a 
smaller  scale  is  shown  a  section  through  the  steps  and  the  slope  of 
the  hand  rail. 

This  problem  amounts  to  finding  the  shadow  of  a  broken  line, 
that  is  to  say,  the  shade  line,  on  a  series  of  planes.  Each  of  the 
planes  requires  its  own  ground  line,  which  in  the  case  of  each  plane 
will  be  that  projection  of  the  plane  which  is  a  line.  Since  the 
planes  of  the  steps  and  rails,  with  one  exception,  are  all  parallel 
or  perpendicular  to  the  co-ordinate  planes  we  can  determine  at 
once  what  planes  are  in  light  and  what  in  shadow  and  thus  deter- 
mine the  shade  line. 

55.  An  inspection  of  the  figure  will  make  it  evident  that  the 
"treads"  of  the  steps.  A,  B,  C,  D  and  the  "  risers,"  M,  N,  O,  P  are 
all  in  lixjht.  Of  the  hand  rail  it  will  be  evident  also  that  the  left- 
hand  face,  the  top,  and  the  front  face  of  the  post  are  in  light.  The 
remaining  faces  are  in  shade.  This  is  true  of  both  rails;  there- 
fore, in  one  case  we  must  find  the  shadow  of  a  broken  line,  (thedf 
on  the  vertical  wall  and  on  the  steps,  and  then  find  the  shadow  of 
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the  broken  line  mnopqr  on  the  vertical  wall  and  on  the  ground. 

5G.  Becrinnincp  with  the  shadow  of  the  left-hand  rail,  the 
shadow  of  the  point  a  on  the  wall  is  evidently  «%  since  a  lies  in 
the  plane  of  the  vertical  wall  (§  89) 

The  line  ah  is  perpendicular  to  V  hence  its  shadow  will  be  a 


FIG- 24. 


45°  line,  the  point  li^*  being  found  by  Problem  I.  The  shadow 
of  Jc,  the  sloping  part  of  the  rail,  will  fall  partly  on  the  vertical 
wall  and  partly  on  the  treads  and  risers.  "We  have  already  found 
the  shadow  of  the  end  i  on  V  in  the  point  Jf^.     The  shadow  of  c 
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on  Y,  found  by  Problem  I  will  be  c^^.  The  portion  h'^^g''^  is  the 
part  of  the  shadow  of  this  line  ho  that  actually  falls  on  the  wall, 
the  steps  prerenting  the  rest  of  the  line  from  falling  on  V. 

The  line  of  shadow  now  leaves  the  vertical  wall  at  the  point 
g^^,  directly  below  ^^*.  The  (/rou?id  line  ior  finding  the  shadow 
on  this  upper  tread  will  evidently  be  the  line  A^,  since  that  line 
is  tJie  jyrojection  of  this  tread  lolitch  is  a  Ime.  The  horizontal 
projection  of  the  tread  is  a  plane  between  the  lines  a^m^  and 
hhi^.  "We  have  now  determined  our  GL  and  we  also  have  one 
point,  g^^  in  the  required  shadow  on  the  upper  tread  A.  It  re- 
mains  to  find  the  shadow  of  the  end  c  on  A.  Draw  the  j^rojection 
of  the  ray  through  c^  until  it  meets  the  line  A^,  drop  a  perpen- 
dicular until  it  intersects  the  projection  of  the  ray  drawn  through 
6'^  at  the  point  c^^.  The  point  c^^  lies  on  the  plane  A  extended. 
Draw  the  line  g^^c^^.  The  portion  g^^h^^  is  the  part  act"ally 
falling;  on  the  tread  A. 

From  this  point  //,  the  shadow  leaves  tread  A  and  falls  on  the 
upper  riser  M.  The  shadow  will  now  show  in  elevation  and  begin 
at  the  point  /i^^  directly  above  the  point  A^^. 

We  now  determine  a  new  ground  line  and  if  vj'dlhe  that  2'>'>"o- 
jection  of  the  tijpjyer  riser  J/,  vjhicJi  is  a  line.  The  vertical  pro- 
jection of  M  is  a  plane  surface  between  the  lines  A^  and  B^.  The 
H  projection  of  the  riser  M  is  the  line  M^,  therefore  this  is  our 
GL,  and  we  find  the  shadow  on  M  in  a  manner  similar  to  the  find- 
ing  of  the  shadow  on  A,  just  explained.  Eear  in  mind  that  we 
have  one  point  7/™^,  already  found  in  this  required  shadow  on  M. 

In  a  like  manner  the  shadow  of  the  remainder  of  the  shade 
line  is  found  until  the  pointy  is  reached,  which  is  its  own  shadow 
on  the  ground.  (39) 

57.  It  is  to  be  noted  that,  since  the  plane  of  the  vertical 
wall  and  the  planes  of  the  risers  are  all  parallel,  the  shadows  on 
these  surfaces  of  the  same  line  are  all  parallel.  For  a  similar  reason, 
the  shadows  of  the  same  line  on  the  treads  and  ground  will  be  paral- 
lel.    This  fact  serves  as  a  check  as  to  the  correctness  of  the  shadow. 

Also  note  in  the  plan  that  the  shadow  of  the  vertical  edge  ef 
of  the  post  is  a  continuous  45*^  line  on  the  ground,  the  lower  tread 
D,  and  on  the  next  tread  C,  above.  While  this  line  of  shadoio 
on  the  object  is  of  course  in  reality  a  hrolcen  line,  it  uj)2>ears  in 
horizontal  j)r 0 jection  on 2)lan  as  a  continuous  line. 
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FIG*25 


The  shadow  of  the  shade  line  of  the  right-hand  rail  is  simply 
the  shadow  of  a  broken  line  on  the  co-ordinate  planes,  and  requires 
no  detailed  explanation. 

58.     Problem  X.     To  find  the  shade  and  shadow  of  a  cone. 

The  finding  of  the  shadow  of  a  cone  is,  in  general,  similar  to 
finding  the  shadow  of  the  polyhedron  none  of  whose  planes  are 
perpendicular  or  parallel  to  the  co-ordinate  planes. 

It  is  impossible  to  determine  at  the  beginning,  the  shade  ele- 
ments of  the  cone  whose  shadows  give  the  shadow  of  the  cone,  and 
we  first  find  the  shadow  of  the  cone  itself  and  from  that  determine 

its  shade  elements:  that  is  to  say 
we  reverse  the  usual  process  in 
determining;  the  shadow  of  an 
object. 

59.  Fig.  25  shows,  in  elevation 
and  plan,  a  cone  whose  apex  is  a 
and  whose  base  is  hcde^  etc.  The 
axis  is  perpendicular  to  H  and  the 
cone  is  so  situated  that  its  shadow 
falls  entirely  on  the  V  plane. 

GO.  It  is  evident  that  the  shad- 
ow of  the  cone  must  contain  the 
shadow  of  its  base  and  also  the 
shadow  of  its  apex.  Therefore, 
if  we  find  the  shadow  of  its  apex 
by  Problem  I,  and  then  find  the 
shadow  of  its  base  by  Problem 
III  and  draw  straight  lines  from 
the  shadow  of  the  apex  tangent  to  the  shadow  of  the  base,  the 
resulting  figure  will  be  the  required  shadow  of  the  cone. 


Gl.     This  has  been    done    in  Fig.  25,  in  which 


IS 


the 


shadow  of  the  apex  «.  The  ellipse  IfH'^Hp^^  etc.,  is  the  shadow  of 
the  base,  found  by  assuming  a  sufficient  number  of  points  in  the 
perimeter  of  the  base  and  finding  their  shadows.  The  ellipse 
drawn  through  these  points  of  shadow  is  evidently  the  shadow  of 
the  base.  From  the  point  «^s  the  straight  lines  (C^^s^^  and  cC^x"^^ 
were  drawn  tangent  to  the  ellipse  of  the  shadow.  This  determined 
the  shadow  on  V  of   the  cone.     The  lines    a'^^8"'^  and  a^^x^^  are 
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FIG*26 


the  shadows  of  the  shade  elements  of  the  cone.  It  remains  to  de- 
termine these  in  the  cone  itself.  Any  point  in  the  perimeter  of 
the  shadow  of  the  base  must  have  a  corresponding  point  in  the 
perimeter  of  the  base  of  the  cone,  and  this  can  be  determined  by 
drawing  from  the  point  in  the  shadow  the  projection  of  the  ray  back 
to  the  perimeter  of  the  base.  Therefore  if  we  draw  45°-lines  from 
the  point  iV^^  and  .s^^  back  to  the  line  c^yy/^  in  the  elevation,  we 
determine  the  points  *"^  and  -S'^.  The  lines  drawn  from  these  points 
to  the  apex  «^  are  the  shade  elements  of  the  cone.  They  can  be 
determined  in  plan  by  projection  from  the  elevation.  The  cross- 
hatched  portion  of  the  cone  indicates 
its  shade.  It  will  be  observed  that 
but  little  of  it  is  visible  in  elevation. 

62.  When  the  plane  of  the  base  of 
the  cone  is  parallel  to  the  plane  on 
which  the  shadow  falls,  as  in  Fig.  20, 
the  work  of  findingp  its  shade  and  shad- 
ow  is  materially  reduced,  for  the  shad- 
ow of  the  base  can  then  be  found  by 
findincr  the  shadow  of  the  center  7j  of 
the  base  and  drawing;  a  circle  of  the 
same  radius.      (See  Fig.  19) 

63.  In  general,  to  find  the  shadow 
of  any  cone,  find  the  shadow  of  its 
apex,  then  the  shadow  of  its  base,  draw 
straight  lines  from  the  former,  tang 
ent  to  the   latter.     Care    should    be 

taken,  however,  that  both  the  shadow  of  the  apex  and  the  shadow 
of  the  base  are  found  on  the  same  plane. 

64.  It  is  to  be  noted  that  in  a  cone  whose  elements  make  an 
angle  of  35°-15'-52"  or  less,  that  is,  making  the  true  angle  of  the 
ray  of  light  or  less,  with  the  co-ordinate  plane,  the  shadow  of  the 
apex  will  fall  within  the  shadow  of  the  base,  and,  therefore,  the 
cone  will  have  no  shade  on  its  conical  surface. 

65.  Problem  XI.  To  find  the  shade  and  shadow  of  a  right 
cylinder. 

In  Fig.  27  is  shown  the  plan  and  elevation  of  a  right  cylinder 
resting  on  H.     Tbe  rays  of  light  will  evidently  strike  the  top  of 
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the  cylinder  and  the  cylindrical  surface  shown  in  the  plan  between 
the  points  h^  and  d^.  At  these  points,  the  projections  of  the  ray 
of  light  are  tangent,  and  these  points  in  plan  determine  the  shade 
elements  of  the  cylinder  in  elevation.  These  shade  elements, 
a^J^  and  c'^d^,  are  the  lines  of  tangency  of  planes  of  lio-ht  tano-ent 
to  the  cylinder.  The  shadow  of  these  lines  ah  and  cd,  together 
with  the  shadow  of  the  arc  ciefr/,  etc.,  of  the  top  of  the  cylinder, 
form  the  complete  shadow  of  the  cylinder. 

Since  ah  and  cd  are  perpendicular  to  H,  as  much  of  their 
shadow  as  falls  upon  the  H  plane  will  be  45^  lines  drawn  from  h^ 
and  d^  respectively.  In  one  case  the  amount  is  the  line  7i^h''j  in 
the  other  h^dy.  The  remainder  of  the  lines  will  fall  upon  V  and 
this  is  found  by  Problem  II.  These  shadows  on  V  will  evidently 
be  parallel  to  a'^/i'^  and  cV<^. 

.  The  shadow  of  the  shade  line 
aefg,  etc.,  on  Y  will  be  found 
by  Problem  II.     (§  32) 

66.  If  the  cylinder  had  been 
placed  so  that  the  whole  of  its 
shadow  fell  upon  H,  the  shadow 
of  the  shade  line  of  the  top  would 
have  been  found  by  finding  the 
shadow  of  the  center  of  the  circle 
and  drawincr  a  circle  of  the  same 

o 

radius,  since  the  plane  of  the  top 
is  parallel  to  H.     (§  38) 

67.  Problem  XII.  To  find 
the  shade  and  shadow  of  an 
oblique  cylinder. 

In  Fig.  28  is  shown  the  plan 
and  elevation  of  an  oblique  cylin- 
der whose  vertical  section  is  a  circle. 

68.  Unlike  the  right  cylinder  we  cannot  apply  to  the  plan 
or  elevation  the  projections  of  the  ray  and  determine  at  once  the 
location  of  the  shade  elements.  To  find  the  shadow  of  an  oblique 
cylinder  we  proceed  in  a  manner  similar  to  finding  the  shade  and 
shadow  of  a  cone;  that  is,  we  find  first  the  shadow  of  the  cylinder 
and  from  that  shadow  determine  the  shade  elements. 


I 


I 
I 
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69.  In  Fig.  28  the  top  and  base  of  the  oblique  cylinder  have 
been  assumed,  for  convenience,  parallel  to  one  of  the  co-ordinate 
planes.  The  shadow  of  the  cylinder  will  contain  the  shadows  of 
the  top  and  base,  hence  if  we  find  their  shadows  and  draw  straight 
lines  tangent  to  these  shadows,  we  shall  obtain  the  required  shadow 
of  the  cylinder. 

70,  In  Fig.  28,  the  top  and  bottom  being  circles,  the  shadows 
of  their  centers  a  and  h  are  found  at  a^^  and  If^^  and  circles  of  the 
same  radius  are  drawn.     Then  the  lines    my^ny^   and  o^^p^^  are 


y^ 


drawn  tangent  to  these  circles.  The  resulting  figure  is  the  required 
shadow  wholly  on  V.  Projections  of  the  ray  are  then  drawn  back 
from  iiV'^^  n"^,  o''^  and  p"^^  respectively  to  the  perimeter  of  the  top 
and  base.  Their  points  of  intersection  m"^,  u'',  (f  and  p"'  are  the 
ends  of  the  shade  elements  in  the  elevation.  They  can  be  found 
in  plan  by  projection.  An  inspection  of  the  figure  will  make  it 
evident  what  portions  of  the  cylindrical  surface  between  these 
shade  elements  wnll  be  litjlit  and  what  in  shade. 

71.  In  this  problem  it  will  be  seen  that  the  shadow  does  not 
fall  wholly  upon  V.  The  shadow  leaves  V  at  the  points  ^^^  and  y^^ 
and  will  evidently  begin  on  H  at  points  directly  below,  as  ,i^^ 
and  y^^. 
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If  projections  of  the  ray  are  drawn  back  to  the  object  in  pkn 
and  elevation  from  these  points,  x"^,  y^^^  ,^hs^  ^^^j  ^hs^  ^j^py  ^m 
determine  the  portion  of  the  shade  line  which  casts  its  shadow  on 
H.  It  is  evident  that  in  this  particular  object  it  is  that  portion 
of  the  shade  line  of  the  top  between  the  points  jj  and  1/  and  the 
portion  ayj>,  of  one  of  the  shade  elements.  The  shadows  of  these 
lines  are  found  on  H  by  Problem  II. 

USE  OF  AUXILIARY  PLANES. 

72.  In  finding  shadows  on  some  of  the  double-curved  sur- 
faces  of  revolution,  such  as  the  surface  of  the  spherical  hollow, 
the  scotia  and  the  torus,  we  can  make  use  of  auxiliary  planes  to 

advantage,  when  the  jplane  of 


FIG*  29 


the  line  whose  shadoio  is  to  he 
cast  is  parallel  to  one  of  the 
co-ordinate  planes. 

73.  Problem  XIII.  To  find 
the  shadow  in  a  spherical  hol= 

lOVV. 

Fig.  29  shows  in  plan  and 
elevation  a  spherical  hollow 
whose  plane  has  been  assumed 
parallel  to  Y. 

Applying  to  the  elevation, 
the  projections  of  the  ray  R, 
we  determine  the  amount  of  the 
edge  of  the  hollow  which  will 
cast  a  shadow  on  the  spherical 
surface  inside.  The  points  of 
tangency  a^  and  h^  are  the  lim- 
its of  this  shade  line  a^c^lf.  The  remaining  portion  of  the  line 
a^'d^h^  is  not  a  shade  line  since  the  light  would  reach  the  spherical 
surface  adjacent  to  it  and  also  reach  the  plane  surface  on  the  other 
side  of  a^d^h"  outside  the  spherical  hollow. 

"\Ye  must  now  cast  the  shadow  of  the  line  a^cyh''  on  the  spher- 
ical surface  of  the  hollow,  and  having  no  ground  line,  (since  neither 
I'.ie  A'  nor  the  II  ])rojection  of  the  spherical  hollow  is  a  line,)  we 
use  auxiliary  planes. 

If  we  pass  through  the  spherical  hollow,  parallel  to  the  plane 
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of  the  line  ach  (in  this  case  parallel  to  V)  an  auxiliary  plane  P, 
it  will  cut  on  the  spherical  surface  a  line  of  intersection  xy\  in 
elevation  this  will  show  as  a  circle  x^y^^  whose  diameter  is  ob- 
tained from  the  line  x'^y^  in  the  plan.  This  line  of  intersection 
will  show  in  plan  as  a  straight  line,  x)^y^. 

Cast  the  shadow  of  the  line  ffch  on  this  auxiliary  plane  P. 
This  is  not  difficult  because  the  plane  P  was  assumed  parallel  to 
achy  and  in  this  particular  case,  cC^c^l/'  is  the  arc  of  a  circle.  To 
cast  its  shadow  on  P  it  is  only  necessary  to  cast  the  shadow  of  its 
center  c>^,  using  the  line  P  as  a  ground  line  and  to  draw  an  arc  of 
same  length  and  radius. 
We  thus  obtain  the  arc 
ftps^ps^ps.  This  is  the  shad- 
ow  of  the  shade  line  of  the 
object  on  the  auxiliary 
plane  P.  It  will  be  noted 
that  this  shadow  «pscpsJps 
crossed  the  line  of  inter- 
section,  made  by  P  with  the 
spherical  surface,  at  the  two 
points  ■?mp  and  7^ p.  In  plan 
these  points  would  be  iii^^ 
and  ro^  which  are  two  points 
in  the  required  shadow  on 
the  spherical  surface  for 
they  are  the  shadows  of  two 
points  in  the  shade  line 
ach  and  they  are  also  on 
the  surface  of  the  spherical 
hollow  since  they  are  on  the 
line  of  intersection  xy 
which  lies  in  that  spherical 
surface.  With  one  auxil- 
iary  plane  we  thus  obtain  two  points  in  the  shadow  of  the  hollow. 

In  Fig.  30  a  number  of  auxiliary  planes  have  been  used  to  obtain 
a  sufficient  number  of  points,  1,  2,  3,  4,  etc.,  of  the  shadow,  to  war- 
rant its  outline  being  in  elevation  and  plan  with  accuracy.  The 
shadow  in  plan  is  determined  by  projection  from  the  shadow  in 
elevation,  which  is  found  first. 
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74.  The  separate  and  successive  steps  in  this  method  of 
determining  the  shadow  of  an  object  by  the  use  of  auxiliary  planes 
are  as  follows: 

1.  Determine  the  shade  line  by  applying  to  the  object  the 
projections  of  the  ray  of  light. 

2.  Pass  the  auxiliary  planes  through  the  object  parallel  to 
the  plane  of  the  shade  line. 

3.  Find  the  line  of  intersection  which  each  auxiliary  plane 
makes  with  the  object. 

4.  Cast  the  shadow  of  the  shade  line  on  each  of  the  auxiliary 
planes. 

5.  Determine  the  point  or  points  where  the  shadow  on  each 
auxiliary  plane  crosses  the  line  of  intersection  made  by  that  plane 
with  the  object. 

6.  Draw  a  line  through  these  points  to  obtain  the  required 
shadow, 

75.  Problem  XIV.  To  find  the  shadow  on  the  surface  of  a 
scotia. 

This  problem  is  similar  in  method  and  principle  to  that  for 
finding  the  shadow  on  a  spherical  hollow.  Neither  the  H  or  V  pro- 
jection of  the  surface  of  the  scotia  is  a  line,  and  we  therefore  must 
resort  to  some  method  other  than  that  generally  used.  The  follow, 
ing  is  the  most  accurate  and  convenient  although  the  shadow  can 
be  found  by  a  method  to  be  explained  in  the  next  problem. 

76.  As  in  any  problem  in  shades  and  shadows,  the  first  step 
is  to  determine  the  shade  line. 

The  scotia  is  bounded  above  and  below  by  fillets  which  are 
portions  of  right  cylinders.  The  shadow  on  the  scotia  is  formed 
by  the  shadow  of  the  upper  fillet  or  right  cylinder  upon  the  sur- 
face  of  the  scotia.  "We  determine  the  shade  lines  of  the  cylinder. 
Problem  XI,  by  applying  to  the  plan  the  projections  of  the  ray, 
Fig.  31.  These  determine  the  shade  elements  at  x^  and  y^  and 
also  the  portion  of  the  perimeter  of  the  fillet,  xWi^y^,  which  is 
to  cast  the  shadow  on  the  scotia. 

In  this  case,  as  in  most  scotias,  the  shadow  of  the  shade  ele- 
ments of  the  cylinder  falls  not  on  the  scotia  itself,  but  beyond  on 
the  II  or  V  plane,  or  some  other  object,  hence  we  can  neglect  them 
for  the  Dresent. 
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Havincr  determined  tlie  shade  Hue,  there  is  another  prelim- 
inary step  to  be  taken  before  finding  its  shadow.  That  is,  to  deter- 
mine the  hiofhest  point  in  the  shadow  a^^.  "We  do  this  to  know 
where  it  is  useless  to  pass  auxiliary  planes  through  the  scotia. 
Such  planes  would  evidently  be  useless  between  the  point  «^s  and 
the  shade  line  x^ci^if  in  elevation.  Also  because  we  could  not 
be  sure  that  in  passing  the  auxiliary  planes  we  were  passing  a 
plane  which  would  determine  this  highest  point. 

The  highest  point  of  shad- 

FIG^31 


ow  rt^s  is  determined,  there- 
fore, as  follows: 

The  point  a^^  lying  on  the 
diagonal  P(>^  is  evidently 
the  point  in  the  shade  line 
which  will  cast  the  highest 
point  in  the  shadow,  for,  con- 
sidering points  in  the  shade 
line  on  either  side  of  a^^  it 
will  become  evident  that  the 
rays  through  them  must  in- 
tersect  the  scotia  surface  at 
points  lower  down  than  the 
point  (C^^. 

The  point  a  lies  in  a  plane 
of  light  P,  which  passes 
throucrh  the  axis  oh  of  the 
scotia.  This  plane,  therefore, 
cuts  out  of  the  scotia  surface 

a  line  of  intersection  exactly  like  the  profile  cC^c^.  If  we  revolve 
the  plane  P  and  its  line  of  intersection  about  the  axis  oh  until 
it  is  parallel  to  V,  the  line  of  intersection  will  then  coincide  with 
this  profile  cC^c^^  the  point  ct^  having  moved  to  the  point  a'^ . 

If,  before  revolving,  we  had  drawn  the  projections  of  the  ray 
of  light,  R^,  through  the  point  rt^,  they  would  be  the  lines  a^h^ 
and  aH>^.  After  the  revolution  of  the  plane  P  these  projections 
of  the  ray  are  the  lines  a'^h^  and  a'^)^.  The  point  Z»,  being  in 
the  axis,  does  not  move  in  the  revolution  of  the  plane  P.  Thd 
point  «'^^,  the  intersection  of  the  projection  of  the  ray  II''  with 
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the  profile  n^'c'^^  indicates  that  the  ray  H'^  has  pierced  the  scotia 
surface.  If  now  tlie  plane  P  is  revolved  back  to  its  original  posi- 
tion, this  point  a'"^  will  move  in  a  horizontal  line  in  elevation  to 
the  point  rt^'^,  and  the  point  a^^  thus  obtained  is  the  shadow  of  the 
point  a''  on  the  surface  of  the  scotia  and  is  also  the  highest  point 
of  the  shadow. 

PIG'32 


77.  The  remainder  of  the  process  is,  from  now  on,  similar 
to  the  method  just  explained  in  the  previous  problem.    See  Fig.  32. 

We  pass  auxiliary  planes,  A,  B,  C,  etc.,  (in  this  case  parallel 
to  H)  through  the  scotia. 

"We  determine  in  plan  their  respective  lines  of  intersection 
with  the  scotia:  they  will  be  circles. 

Cast  the  shadow  of  the  arc  x^a^y^  on  each  of  these  auxiliary 
planes.  This  is  done  by  casting  the  shadow  of  its  center  O  and 
drawing  arcs  equal  to  x^a^y^. 
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Tlie  points  of  intersection,  2^,  S^,  4^,  5^,  6^,  etc.,  are  pointa 
in  the  required  shadow  in  plan.  The  points  1^  and  10*^  are  the  ends, 
where  the  shadow  leaves  the  scotia,  and  these  are  determined  by  tak- 
ing one  of  the  auxiliary  planes  at  the  line  MN.  The  points  1^,  2^, 
S^,  etc.,  are  obtained  in  the  elevation  by  projection  from  the  plan. 

The  shade  of  the  low^er  fillet  is  determined  by  Problem  XI. 

78.  In  case  the  fillets  are  conical  instead  of  cylindrical  sur- 
faces, as  is  sometimes  the  case 

in  the  bases  of  columns  where  FIG-'SS. 

the  scotia  moulding  is  most 

o 

commonly  found,  care  must 
be  taken  to  first  determine  the 
shade  elements  of  the  conical 
surface.  This  supposition  of  E 
conical  surfaces  would  mean 
a  larger  arc  for  the  shade  line 
than  the  arc  xhi^i/^. 

USE  OF  PLANES  OF  LIGHT 

PERPENDICULAR  TO 

THE  CO=ORDINATE 

PLANES. 

79.  Another  method  often 
necessary  and  convenient  in 
casting  the  shadows  of  double- 
curved  surfaces  is  the  use  of 
planes  of  light jyerjpendhGular 
to  the  co-ordinate  jplanes. 

These  auxiliary  planes  of 
light  are  passed  through  the 
given  object.  They  will  cut 
out  lines  of  intersection  with  the  object  and  to  these  lines  of  inter- 
section can  be  applied  the  projections  of  the  rays  of  light  which  lie 
in  the  auxiliary  planes  of  light.  The  points  of  contact  or  tangency, 
as  the  case  may  be,  of  the  projections  of  the  rays  and  the  line  of 
intersection  are  points  in  the  required  shadow. 

80.  The  use  of  this  method  will  be  illustrated  by  finding 
the  shadow  of  a  sphere  in  the  following  problem.  The  shadow  of 
the  sphere  serves  to  illustrate  this  method  well,  but  a  more  accur- 
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ate  and  convenient  method  is  given  later  in  Problem  XXIX  for 
determining  tlie  shade  line  of  the  sphere  and  its  shadow, 

81.     Problem  XV.     To  find  the  shade  line  of  a  sphere. 

In  Fi(T.  33  is  shown  the  phin  and  elevation  of  a  sphere. 
Through  the  sphere  in  plan,  pass  the  auxiliary  j;</«;i6  of  light  P, 
perpendicular  to  H.  This  cuts  out  of  the  sphere  the  "line  of  in- 
tersection," shown  in  the  elevation.  This  "line  of  intersection"  is 
determined  by  using  the  auxiliary  planes  A,  B,  C,  D,  etc.,  each 
plane  giving  two  points  in  the  line.     To  this  line  of  intersection 

made  by  the  plane  of  light 
P,  with  the  sphere,  we  apply 
the  projections  of  the  ray  and 
obtain  two  points,  x^y^,  in 
the  required  shade  line.  Other 
points  can  be  determined  by 
using:  a  number  of  these 
planes  of  light,  as  shown  in 
Fig.  34,  P,  Q,  E  and  S. 

The  points  .r'^and  y^  can  be 
projected  to  the  plan  to  deter- 
mine the  shade  line  there. 
The  ends  of  the  major  axis 
of  the  ellipse  (i^  and  Z*^  are  de- 
termined by  applyiiig  directly 
to  the  sphere  the  projections 
of  the  ray.  The  same  is  true 
of  the  plan. 

82.  *Probleni  XVI.  To 
find  the  shadow  of  pediment 
mouldings. 

FiiT.  35  shows  a  series  of 

o 

pediment  mouldings  in  elevation,  the  mouldings  being  supposed  to 
extend  to  the  left  and  right  indefinitely.  At  the  left  is  a  "Eight  Sec- 
tion," showing  the  profile  of  each  moulding  forming  the  pediment. 

The  shadow  of  such  an  object  can  be  most  conveniently  found 
by  the  use  of  a  plane  of  light  perpendicular  to  the  Y  plane  and 
intersecting  the  mouldings. 

*Optional. 
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If  such  a  "  Plane  of  Light "  (45°  line)  as  that  shown  in  Fig.  35 
is  passed  through  the  mouldings,  it  will  be  evident  that  this  plane 
will  cut  the  mouldings  along  a  line  of  intersection  which  can  be 
made  use  of  in  determining  the  shadow  of  each  moulding  upon  the 
others.  If  we  find  the  profile  projection  of  this  line  of  intersec- 
tion using  the  right  section,  we  can  apply  the  profile  projections 
of  rays  of  light  to  the  line  of  intersection.  It  will  then  be 
evident  what  faces  the  light  strikes  directly  and  to  what  edges  the 
rays  are  tangent. 

The  line  of  intersection  in  Fig.  35  made  by  the  Plane  of  Light 


is  shown  in  vertical  projection  by  the  45°  line  a^lfc'd''^  etc.  The 
profile  a'^Ifc^cP,  etc.,  is  the  profile  projection  of  this  line  of  intersec- 
tion; the  point  1)^  is  evidently  on  a  hoiizontal  line  to  the  left  of 
the  point  a^'  at  a  distance  from  the  line  V^  {jprofile  j^^ojection 
of  V)  equal  to  a'h\  obtained  from  the  ItUjlit  Seetion.  In  the 
same  way  the  point  &'  is  on  a  horizontal  line  to  the  left  of  c"  and 
at  a  distance  from  the  line  Y^  equal  to  the  distance  cf  also  ob- 
tained from  the  Il'ight  Section.  In  a  similar  manner  the-  other 
points  in  the  profile  projection  are  found.  The  vertical  line  b^c^ 
is  the  profile  projection  of  the  line  of  intersection  which  the  Plane 
of  Light  makes  with  the  fillet,  this  line  in  direct  elevation  is  h^e^. 
If  we  now  apply  to  this  profile  projection  of  the  line  of  inter- 
section the  profile  projections  of  the  ray  (45°  lines)  we  see  that  the 


203 


34  SHADES  AND  SHADOWS 

fillet  ZiPcP  is  in  the  liglit,  and  that  tlie  ray  is  tangent  to  its  lower 
edge  c'P.  We  also  see  that  this  tangent  ray  strikes  the  face  D  at 
the  point  Z";  this  means  that  the  shadow  of  the  edge  e  falls  upon 
the  face  D.  Since  the  mouldings  of  the  pediment  are  all  parallel 
to  each  other,  the  edge  c  is  parallel  to  the  face  D,  therefore,  (30) 
the  shadow  of  c  on  D  will  be  parallel  to  C  itself.  This  shadow  is 
found  in  the  elevation  by  drawing  a  horizontal  line  from  the  point 
/p  back  to  the  Plane  of  Liglit.  This  operation  gives  the  point  1' 
and  we  draw  through  the  point  1^  a  line  parallel  to  the  edge  C,  as 
a  part  of  the  required  shadow.  Evidently  that  portion  of  the  ele- 
vation between  the  edge  C  and  its  shadow  will  be  in  shadow. 

In  a  like  manner  the  edge  (P  is  found  to  cast  its  shadow  on 
the  plane  Y,  below  the  pediment  mouldings  proper,  and  its  shadow 
is  of  course  a  line  drawn  through  2^  parallel  to  the  lines  of  the 
mouldings. 

To  return  to  the  shadow  of  the  edge  G  on  the  face  D.  It  will 
be  noticed  that,  if  this  is  extended  far  enough,  it  will  cross  the 
pediment  mouldings  on  the  right-hand  slope;  as  these  are  not 
parallel  to  the  edge  C,  the  shadow  on  them  will  not  be  a  parallel 
line  and  we  must  use  a  separate,  though  similar,  method  for  deter- 
mining  this  portion  of  the  shadow. 

If  auxiliary  planes  O,  Q  and  It  parallel  to  V  are  passed 
through  the  crowning  moulding,  they  will  cut  out  of  it  lin^s  of 
intersection  which  will  be  parallel  to  the  other  lines  of  the  pedi- 
ment. (See  the  enlarged  diagram  at  A  showing  the  line  of  inter- 
section of  the  auxiliary  plane  O.) 

If  we  cast  the  shadow  of  the  edge  C  on  this  plane  O,  by  draw- 
ing the  45°  line  from  c'P  to  the  line  PO  (the  profile  projection  of 
O)  and  from  the  point  4p  draw  a  horizontal  line  back  to  the  Plane 
of  Lujlit^  we  shall  obtain  the  line  O  (see  "shadow  on  PO"  in  dia- 
gram A).  This  shadow  will  cross  the  Line  of  intersection  of 
PO  at  the  point  5^.  The  point  5^  will  be  one  point  in  the  shadow 
of  the  edge  C  (indefinitely  extended)  on  the  right-hand  slope  of 
the  pediment.  Other  points,  8^  and  9%  can  be  found  in  a  like 
manner  by  use  of  the  auxiliary  planes  Q  and  P.  Through  a  sufii- 
cient  number  of  these  points  the  curve  5^'9^8^  is  drawn.  This  curve 
is  the  required  shadow.  The  shadow  of  the  end  of  the  edge  C  is 
found  by  drawing  a  45°  line  from  the  point  nC  ^diagram  A)  to  the 
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curve.  The  point  of  intersection,  10^,  is  the  shadow  of  the  end  of 
the  edge  C.  It  is  also  the  beginning  of  the  shadow  of  the  edge  B 
on  tlie  riglit-hand  slope,  which  shadow  is  parallel  to  B. 

The  remaining  shadows  of  the  pediment  are  found  in  the 
same  manner,  and  may  be  understood,  from  the  diagram,  without 
a  detailed  explanation. 

SHORT  METHODS  OF  CONSTRUCTION. 

83.  The  following  problems  illustrate  short  and  convenient 
methods  of  construction  for  determining  the  shadows  of  lines,  sur- 
faces and  solids,  in  the  positions  in   which   they  commonly  occur 
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in  architectural  drawings.  These  methods  here  worked  out  with 
regard  to  the  co-ordinate  planes  apply  also  to  parallel  planes. 

8 J:.  They  will  be  found  to  be  of  great  assistance  in  casting 
the  shadows  in  architectural  drawino-s.  The  latter  seldom  have 
the  plan  and  elevation  on  the  same  sheet,  and  these  methods  have 
been  devised  to  enable  the  shadows  to  be  cast  on  the  elevation 
without  using  construction  lines  on  the  plan  or  profile  projection. 
Such  distances  as  are  needed  and  obtained  from  the  plan,  can  be 
taken  by  the  dividers  and  applied  to  the  construction  in  the  elevation. 

In  casting  shadows  it  will  be  found  convenient  to  have  a  tri- 
angle, one  of  whose  angles  is  equal  to  the  true  angle  which  the  ray 
of  light  makes  with  the  co-ordinate  plane.  See  Fig.  30.  "With 
such  a  triangle  the  revolved  position  of  the  ray  of  light  can  be 
drawn  immediately  without  going  through  the  operation  of  revolv- 
ing  the  ray  parallel  to  one  of  the  co-ordinate  planes. 

85.  Problem  XVII.  To  construct  the  shadow  on  a  co^ordi- 
oate  plane  of  a  point. 
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It  will  lie  on  the  45°  line  passing  tlirongli  the  point  and  rep- 
resenting the  projection  of  the  ray  of  light  on  that  plane.  It  will 
be  situated  on  the  45°  line  at  a  distance  from  the  given  point, 
equal  to  the  diagonal  of  a  square,  the  side  of  which  is  equal  to  the 
distance  of  the  point  from  the  plane. 

Given  the  vertical  projection  of  the  point  a  situated  2  inches 
from  the  V  plane,  to  construct  its  shadow  on  V.    Fig.  37. 

From  the  point  cC'  draw  the  45** 
degree  line  ct^ct^^  equal  in  length 
to  the  diagonal  of  a  square  whose 


FIG-38 


FIG-39 


sides  measure  2  inches.     Then  a^^ 
is  the  required  shadow. 

80,  Problem  XVIII.  To  con= 
struct  the  shadow  of  a  line  perpendicular  ta  one  of  the  co=ordi= 
nate  planes. 

(1)  It  will  coincide  in  direction  with  the  projection  of  the 
ray  of  light  upon  -that  plane,  without  regard  to  the  nature  of  the 
surface  upon  which  it  falls. 

FIG-41 


FIG*40 


(2)     The   length  of  its  projection   upon  that  plane  will  be 

equal  to  the  diagonal  of  a  sipiare,  of  which  the  given  lino  is  one  side. 

Given  the  vertical  projection  of  the  line  ah  perpendicular  to 
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FIG-^^ 


Y,  2  inches  long  and  i  inch  from  Y,  to  construct  its  shadow  on 
Y.  See  Fig.  38.  Find  tlie  shadow  of  the  point  a^  by  Problem 
XYIT. 

From  the  point  cr^  draw  the  45°  line  «'^sjvs  equal  to  the  diag. 
onal  of  a  square  2  inches  on  each  side. 

86.  Problem  XIX.  To  construct  the  shadow  of  a  line  on  a 
plane  to  which  it  is  parallel. 

(1)  It  will  be  parallel 
to  the  projection  of  the 
given  line. 

(2)  It  will  be  equal  in 
length  to  the  projection  of 
the  line. 

Given  the  vertical  pro- 
jection of  the  line  «J,  par- 
allel to  Y,  2  inches  in 
length  and  -J  inch  from  Y, 
to  construct  its  shadow  on 
Y.     See  Fig.  39. 

Find  the  shadow  of  «' 
by  Problem  XYII. 

Draw  ft'^'s jvs  parallel  and 
equal  in  length  a'^h^. 

87.  Problem  XX.  To 
construct  the  shadow  of  a 
vertical  line  on  an  in=> 
clined  plane  parallel  to 
the  ground  line. 

It  makes  an  angle  with 
the  horizontal  equal  to  the 
angle  which  the  given  plane  makes  with  IL 

Given  the  vertical  projection  of  a  vertical  line  a?)^  its  lower 
end  resting  on  a  plane  parallel  to  the  ground  line  and  making  an 
angle  of  30^  with  H,  to  construct  its  shadow  on  this  inclined  plane. 
See  Fig.  40.  Through  the  point  J^  draw  the  30^  line  J^a^^  The 
point  a^^,  the  end  of  the  shadow,  is  determined  by  the  intersection 


of  the  45^^  line  drawn  through  the  end  of  the  line  «\ 

88.     Problem  XXI.     To  construct  the  shadow  on  a  co=ordl= 
nate  plane  of  a  plane  which  is  parallel  to  it. 
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(1)  It  will  be  of  tlie  same  form  as  that  of  the  given  surface. 

(2)  It  will  be  of  the  same  area. 

If  the  plane  surface  is  a  circle,  the  shadow  cau  be  found  by 
lindino-  the  shadow  of  its  center,  by  Problem  XVII,  and  with  that 
as  a  center  describing  a  circle  of  the  same  radius  as  the  given  circle. 

Given  a  plane  parallel  to  V,  %  inch  from  Y  and  \\  inches 
square,  to  construct  its  shadow  on  Y.     See  Fig.  41. 

Find  the  shadow  of  any  point    </^  for  example,  by  Problem 

2" 


FIG-43 


XYII.  On  that  point  of  the  shadow  constmct  a  similar  square 
whose  side  equals  1^  inches. 

89.  Problem  XXII.  To  construct  the  shadow  on  V  of  a 
circular  plane  which  is  parallel  to  H,  or  which  lies  in  a  profile 
plane. 

Given  tO'o^l/'^  the  projection  of  a  circular  plane  perpendicular 
to  Y  and  H,  2  inches  in  diameter,  its  center  being  2^  inches  from 
Y,  to  construct  the  shadow  on  Y.  Figrs.  42  and  43.  The  shadow  of  o*^, 
the  center  of  the  circular  plane  is  found  by  Problem  XYII.  About 
if'^  as  a  center,  construct  the  parallelogram  ABCD  made  up  of 
the  two  right  triangles  ADB  and  DEC,  the  sides  adjacent  to  the 
right  angles  being  equal  in  length  to  the  diameter,  2  inches,  of 
the  circular  plane.  Draw  the  diameters  and  diagonals  of  this  par- 
allelogram. The  diameter  TW  is  equal  to  the  diameter  of  the 
given  circle  and  parallel  to  it. 

With  (9^^  as  a  center  and  OD  and  OB  as  radii,  describe  the 
arcs  cutting  the  major  diameter  of  the  parallelogram  in  the  points 
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FIG*44 


E  and  F.  Through  E  and  F  draw  lines  parallel  to  the  short  diam- 
eter, cutting  the  diagonals  in  the  points  G,  H,  M  and  N.  These 
last  four  points  and  the  extremities  of  the  diameters  R,  S,  T,  and 
^Y,  are  eight  points  in  the  ellipse  which  is  the  shadow  of  the  given 
circular  plane  on  Y.  A  similar  construction  is  followed  for  Und. 
ing  the  shadow  on  Y  of  a  circular  plane  parallel  to  H.     Fio-.  43. 

00,     Problem  XXIII.     To  construct  the  shade  line  of  a  cylin- 
der whose  axis  is  perpendicular  or  parallel  to  the  ground  line 

Gi^en  the  elevation  of  a  cylinder,  its  axis  being  AB  perpen- 
dicular  to  H.     To  construct  shade  lines.     Ficr.  44. 

Let  CD  be  any  horizontal  line 
drawn  through  the  cylinder. 

Construct  the  45°  isosceles  tri- 
angle AGD  on  the  right  half  of 
the  diameter. 

With  the  radius  AG  describe  the 
semi-circular  arc  mGn,  cutting  the 
horizontal  line  CD  in  the  points  t'l 
and  n. 

These  two  points  will  determine 
the  shade  elements  mo  and  nj). 

91.  Problem  XXIV.  To  C9n= 
struct  the  shadow  on  a  plane 
(parallel  to  its  axis)  of  a  circular 

cylinder   whose   axis   is  either  perpendicular,  or  parallel  to  the 
ground  line. 

Let  a^=the  distance,  in  the  elevation,  between  the  projection 
of  the  axis  of  the  cylinder  and  the  projection  of  the  visible  shade 
element.  Let  Zi=the  distance  between  the  axis  of  the  cylinder 
and  the  plane  on  which  the  shadow  falls,  to  be  obtained  from  the 
plan. 

Then  the  distance,  between  the  visible  shade  element  and  its 
shadow  on  the  given  plane,  will  be  equal  to  «  +  J. 

The  width  of  the  shadow  on  the  given  plane  will  be  equal  to  4a. 

Given  the  circular  cylinder  CDEF  (Fig.  45),  its  axis  AB  per- 
pendicular  to  II.  To  construct  its  shadow  on  the  Y  plane  which 
is  li  inches  distant  from  the  axis  AB.  The  shade  elements  mo 
and  nj)  can  be  constructed  by  Problem   XXIII.     Draw  BS  the 
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shadow  of  the  shade  element  ??7>,  parallel  to  np^  and  distant  from 
it  a  +  1^  inches.     The  width  of  the  shadow  on  the  given  plane  will 

be  4  times  the  distance 


F1G*45 


Kn. 
to       1)2.      Problem     XXV. 
To  construct  the  shadow 
on  a  right  cylinder  of  a 
horizontal  line. 

a.  It  will  be  the  arc 
of  a  circle  of  the  same 
radius  as  that  of  the  cyl- 
inder. 

b.  The  center  of  the 
circle  will  be  on  the  axis 
of  the  cylinder  as  far  be- 
low the  given  line  as  that 
line    is  in   front  of   the 


axis. 

Given  a  ricrht  circular 


cylinder  CDEF,  whose  diameter  is  1|  inches,  and  a  horizontal  line 
alj^  1^  inches  in  front  of  the  axis  of  the  cylinder.     To  construct 


the  shadow. 


Fig.  46. 


FIG-47' 


Locate  the  point  o  on   the  axis  1^  inches  below  cCh^ .     With 
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^  as  a  center,  and  radius  equal  to  g  inch  describe  the  arc  mnj)^  the 

required  shadow. 

93.  Problem  XXVI.  To  con=  riG-48 

struct  the  shadow  of  a  verti= 

cal  line  on  a  series  of  mould= 

ings  which  are  parallel  to  the 

ground  line. 

The  shadow  reproduces  the 

actual  profile  of  the  mouldings. 
Given  a   vertical   line   a^b"' 

which   casts  a  shadow  on  the 

moulding  M,  which  is  parallel 

to  the  ground  line,  and  whose 

profile  is  shown  in  the  section 

ABCD.  The  line  a^h^,  is  1  inch 

in  front  of  the  fillet  AB.     To 

construct  its   shadow.  Fig;.  47 : 

Construct  the  shadow  on  the  fillet  AB,  of  the  end  of  the  line 

a%  or  any  other  convenient  point  in  the  line,  by  Problem  XVII. 

From  the  point  a^  the 
shadow  of  the  line  repro- 
duces the  profile  ABCD 
and  we  obtain  a^n^o^h^, 
the  required  shadow. 

94.  Problem  XXVII. 
To  construct  the  shad= 
ow  on  the  intrados  of  a 
circular  arch  in  section, 
the  plane  of  the  arch 
being  in  profile  project 
tion. 

Let  AB  (Fig.  48)  be 

the  "springing  line"  of 

the   arch.     Let    CD  be 

the  radius  of  the  curve. 

The  point  F  is  determined  by  the  construction  used  in  finding 

the  shade  element  of  a  cylinder.     Problem  XXIII.     At  the  point 

F  draw  the  line  Gil,  with  an   inclination  to  the  "horizontal"  of  1 

in  2.     Through  the  point  D  draw  the  45°  line  DB.     The  curve  of 
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FIG-50 


the  line  of  shadow  will  be  tangent  to  these  two  lines  at  the  points 
F  and  B.  The  required  shadow  is  that  portion  of  the  curve  be- 
tween the  lines  DC  and  MN. 

A  similar  construction  is  used  in  the  case  of  a  hollow  semi- 
cylinder  when  its  axis  is  vertical,  except,  that  the  lineGH  has  then 
an  inclination  to  '"•the  horizontal"  of  2  in  1.     Fig.  49, 

95.  Problem  XXVIll.  To  construct  the  shadow  of  a  spberi= 
cal  hollow  with  the  plane  of  its  face  parallel  to  either  of  the 
co=ordinate  planes. 

The  line  of  shadow  is  a  semi-ellipse.  The  projections  of  the 
rays  of  light  tangent  to  the  circle  determine  the  major  axis.  The 
semi  minor  axis  is  equal  to  ^  the  radius  of  the  circle. 

Given  the  vertical  projection  of  a  spherical  hollow,  the  plane 
of  its  face  parallel  to  V.     Fig.  50. 

Determine  the  ends  of  the  major  axis  by  drawing  the  pro- 
jections of  the  rays  of  light  tangent  to  the  hollow.  The  semi- 
minor  axis,  oa,  equals  ^  the  radius 
oh.  On  he  and  oa  construct  the 
semi -ellipse,  the  required  shadow. 
90.  Problem  XXIX.  To  con= 
struct  the  shade  line  and  shadow 
of  a  sphere.     Fig.  5i. 

Let  the  circle  M'hose  centei'  is  o 
be  the  vertical  projection  of  a 
sphere  whose  center  is  at  a  dis- 
tance X  from  the  Y  plane. 

The  shade  line  will  be  an  ellipse. 
The  major  axis  of  this  ellipse  is  de- 
termined by  the  projections  of  the  rays  of  light  tangent  to  the 
circle.  The  semi  minor  axis  and  two  other  points  can  be  deter- 
mined as  follows  : 

Through  the  points,  A,  o,  and  B,  draw  vertical  and  horizon- 
tal lines,  intersecting  in  the  points  E  and  D. 

The  points  E  and  D  are  two  points  in  the  required  shade  line. 

Through  the  point  E  draw  the  45°  line  EF.     Through  the 

point  F,  where  this  line  intersects  the  circle,  and  the  point  B,  draw 

the  line  FB.     The  point  C,  where  this  line  FB  intersects  the  45^ 

line  through  the  center  of  the  sphere,  «y,  is   the  end  of  the  semi- 
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minor  axis.  The  shadow  of  the  sphere  on  the  co-ordinate  plane  will 
also  be  an  ellipse.  The  center  of  this  ellipse,  o*,  will  be  the  shadow 
of  the  center  of  the  sphere.  It  will  be  determined  by  Problem 
XYII.  The  ends  of  the  major  axis  MIST,  will  be  on  the  projection  of 
the  ray  of  light  drawn  through  the  center  of  the  sphere.  The  minor 
axis  PR  will  be  a  line  at  right  angles  to  this  through  the  point  o^. 
Ii3  length  will  be  determined   by  the  projections  of   the  rays  of 


light  BU  and  AP  tangent  to  the  circle,  and  is  equal  to  the  diameter 
of  the  sphere.  The  points  M  and  IN",  which  determine  the  ends  of 
the  major  axis,  are  the  apexes  of  equilateral  triangles  PMR  and 
PNTl,  constructed  on  the  minor  axis  as  a  base. 

97.     Problem  XXX.    To  construct  the  shade  line  of  a  torus. 

Fig.  52,  in  elevation:  The  points  1  and  5  can  be  determined 
by  drawing  the  projections  of  the  rays  of  light  tangent  to  the  ele- 
vation.  Since  the  shade  line  is  symmetrical  on  either  side  of  the 
line  MN  in  plan,  the  points  3  and  7  can  be  found  from  1  and  5,  by 
drawing  horizontal  lines  to  the  axis.     The  points  4  and  8   are 
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determined  by  tlie  construction  used  in  finding  the  sliade  elements 
of  a  cylinder.     Problem  XXIIT. 

1'lie  above  points  can  be  determined  without  tlie  use  of  plan. 


The  highest  and  lowest  points  in  the  shade  line,  2  and  6,  can 
be  found  only  by  use  of  plan.  It  is  not  necessary,  as  a  rule,  to 
determine  accurately  points  2  and  6.  The  shade  line  in  plan  will 
be,  approximately,  an  ellipse  whose  center  is  Oo  The  ends  of  the 
major  axis  R  and  S,  are  determined  by  the  projections  of  the  rays 
of  light  tangent  to  the  circle.  Other  points  can  be  determined 
without  the  use  of  the  elevation  as  follows:  With  center  o,  con- 
struct the  plan  of  a  sphere  whose  diameter  equals  that  of  the  circle 
which  generated  the  torus.  Determine  the  shade  line  by  Problem 
XXIX.     Draw  any  number  of  radii  OE,  OF,  OCI,  etc. 

On  these  radii,  from  the  points  where  they  intersect  the  shade 
line  of  the  sphere,  lay  off  the  distance  RT,  giving  the  points 
(?,y  and  //.     These  are  points  Qm  the  required  shade  line. 


215 


TOWER  CONVERSE  MEMORIAL  LIBRARY.  MALDEN,  MASS. 

H.  H.  Richardson,  Architect. 

Note  treatment  of  shadows  in  a  per^oectiv"  drawing. 


SHADES  AND  SHADOWS. 


EXAMINATION  PLATES. 

08.     General  Directions.     Plates  are  to  be  drawn  in  pencil. 
Show  distinctly  and  leave  all  construction  lines. 
Shadows  are   to  be  cross-hatched  lightly,  and  their  outline 
drawn  with  a  distinct  black  line. 

PLATE  I. 

99.  See  directions  on  plate. 

PLATE  11. 

100.  Find  the  shadows  of  lines  ahy  etc.,  in  Problems  XIV- 
XVI. 

101.  In  Problem  XVII  find  the  shadow  of  line  oh  on  the 
planes  A,  B,  and  C. 

102.  In  Problem  XVIII  find  the  shadow  of  plane  abed. 

PLATE  ill.; 

103.  See  directions  on  plate. 

PLATE  IV. 

104.  See  directions  on  plate. 

PLATE  V. 

105.  In  Problem  XXV  find  all  the  shadows  on  the  steps 
and  the  shadows  on  the  co-ordinate  planes  in  plan  and  elevation. 
Letter  carefully  the  various  planes  in  elevation  and  plan. 

106.  In  Problem  XXVI  find  all  the  shades  and  shadows  of 
the  cylinder  and  its  shadows  on  the  co-ordinate  planes. 

PLATE  VL 

107.  In  Problems  XXVIII  and  XXIX  find  the  shades  and 
shadows  of  objects  and  their  shadows  on  the  co-ordinate  planes. 

108.  In  Problem  XXX,  0  is  a  square  projection  or  fillet  on 
the  V  plane.  Below  this  fillet  and  also  applied  to  the  V  plane 
are  portions  of  two  cylinders,  DD,  which  support  the  fillet  G. 
Find  the  shades  and  shadows  in  elevation  only. 
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PLATE  VII. 

109.  Problem  XXXI,  given  a  splierical  hollow,  its  plane 
parallel  to  Y,  find  its  shadow. 

110.  Problem  XXXII,  given  a  seotia  moulding,  the  upper 
fillet  of  which  is  the  frustum  of  a  cone,  the  lower  fillet  is  a  cylin- 
der.    Find  its  shadow  in  elev^ation  and  plan. 

*  PLATE  VIII, 

112.  Problem  XXXIII  shows  a  series  of  pediment  mould- 
ings applied  to  a  vertical  wall  A.  Find  the  shadows  on  the  mould- 
ings and  the  shadows  of  the  mouldings  on  the  vertical  plane  A. 

PLATE  IX. 

113.  In  Problem  XXXIV  find  the  shadows  of  a  given 
window. 

114.  In  Problem  XXX Y  find  the  shadows  of  the  given  key- 
block  and  the  shadow  of  the  keyblock  on  the  vertical  wall  to  which 
it  is  applied.  Use  the  short  methods  of  construction  and  use  the 
plan  only  from  which  to  take  distances. 

PLATE  X. 

115.  Problem  XXXYI.  Given  the  upper  portion  of  a  Doric 
order,  the  column  being  engaged  to  the  vertical  wall  Y,  see  plan. 
The  entablature  breaks  out  over  the  column,  see  plan.  Find  all 
the  shadows,  using  the  short  methods  of  construction  and  use  the 
plan  only  to  obtain  required  distances. 

PLATE  XI. 

116.  Problem  XXXYI  I.  Given  a  rectangular  niche,  as 
shown  by  the  plan,  having  a  circular  head  as  shown  by  the  eleva- 
tion. Situated  in  the  niche  is  a  pedestal  in  the  form  of  truncated 
square  pyramid.  This  pedestal  has  on  its  four  side  faces  projections 
as  shown  in  the  elevation  and  plan.  On  the  pedestal  rests  a  sphere. 
Find  all  the  visible  shadows  in  the  elevation.  Use  the  short  methods 
of  construction  and  use  the  plan  only  for  determining  distances. 

117.  Problem  XXXYIII.  Given  a  niche  in  the  form  of  a 
spherical  hollow.  The  profile  of  the  architrave  mouldings  is  shown 
at  A.  Find  all  the  shadows.  Use  the  short  methods  of  construction. 

PLATE  XII. 

118.  Problem  XXXIX.  Given  the  lower  part  of  a  column 
standing  free  from  a  vertical  wall,  and  resting  on  a  large  square 
base^  the  base  having  a  moulded  panel  in  its  front  face.  At  the  foot 
of  the  vertical  wall  is  a  series  of  base  mouldings,  the  lower  ones 
cutting  into  the  side  of  the  square  base  on  which  the  column  stands, 
see  plan.  Find  all  the  visible  shadows,  using  the  short  methods  of 
construction. 

*  Optional. 
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HOUSE  IN  WASHINGTON,  D.  C. 

Wood,  Donn  &  Deming,  Architects,  Washington,  D.  C. 

For  Exteriors  and  Plans,  See  Page  202.    Note  the  Use  of  the  Doric  Order  in  the  Interior. 
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Circular  Temple  In  Courtyard  of  San  Pietro,  Montorio,  Rome;  Donate  d'Angnolo  Bramante,  Architect 
Showing  Renaissance  use  of  Doric  Order  in  a  circular  temple  with  domed  lantern  above. 


STUDY  OF  THE  ORDERS. 


THE  ROMAN  ORDERS. 

Introduction.  This  section  on  the  Koman  Orders  is  largely 
an  adaptation  and  simplification  of  a  work  published  in  1870, 
entitled  "An  Analysis  of  the  Five  Orders"  by  F.  Laureys,  architect, 
and  professor  at  the  Royal  Academy  and  Industrial  School  of 
Brussels.  Professor  Laureys  has  taken  the  standard  orders  as 
shown  in  the  plates  from  the  better  known  work  by  Vignola,  and 
has  further  elaborated  their  system  of  construction.  He  has 
explained  in  detail  many  parts  of  the  plates  and  orders  of  Vignola, 
which  that  authority  has  left  vague  or  indeterminate,  and  has 
generally  succeeded  in  attaining  a  more  distinctive  type-form  in  the 
instances  where  he  has  chosen  to  deviate  from  the  original.  The 
three  order  plates  from  Vignola  may  be  considered  as  "key-plates" 
showing  the  proper  relation  of  the  more  detailed  drawings  adapted 
from  the  elaborate  system  of  Professor  Laureys,  and  the  proper 
assemblage  of  the  different  parts  of  the  order  in  such  a  manner  as 
to  give  a  comprehensive  idea  of  the  whole. 

The  included  ]plates  from  Palladio  furnish  alternative  versions 
of  each  of  the  three  orders  and  are  valuable  as  showing  in  many 
instances  the  authority  for  the  changes  which  Professor  Laureys 
has  chosen  to  make  from  Vignola.  Vignola  and  Palladio  were 
practically  contemporaneous  Italian  architects  living  in  the  six- 
teenth century,  the  first — jjossibly  better  described  as  a  thinker 
and  analytic  theorist — residing  in  Rome;  while  Palladio  worked 
in  the  north  of  Italy  and,  either  through  better  o])portunity 
or  a  differing  temperament,  has  amply  proved  by  his  practices  the 
value  of  his  works. 

It  must  be  understood  that  these  so-called  Roman  orders  are 
not  the  orders  used  by  the  Classic  Roman  builders  in  any  instance, 
but  are  versions  made  in  this  sixteenth  century  from  the  then- 
existing  buildings  and  remains  of  Roman  work,  and  each  of  these 
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orders  was  intended  to  become  a  "type-form,"  or  composite  of  the 
best  features  of  the  varying  ancient  examples.  They  are,  therefore, 
more  distinctively  products  of  the  Renaissance  and  might  more 
appropriately  be  termed  the  Renaissance  Classic  orders,  but  in 
contradistinction  to  the  still  earlier  and  radically  different 
creations  of  artistic  Greek  workmen,  these  examples  are  known  as 
the  Roman  orders.  Indeed,  however  much  they  may  difPer  in 
detail  from  the  Roman  originals,  they  are  carried  out  in  as  close 
an  approximation  to  the  spirit  of  Roman  work  as  would  be  possible 
at  any  later  date,  but  difPer  radically  from  the  spirit  and 
intent  of  the  preceding  Greek  work,  upon  which  the  Romans  had 
in  turn  founded  and  developed  their  application  and  use  of  the 
orders. 

Some  buildings  are  the  logical  outcome  of  the  needs  they  are 
designed  to  serve,  or  of  the  nature  of  the  materials  used  in  them; 
others  have  been  evolved  by  the  artistic  genius  of  different  peoples, 
and  have  gradually  been  perfected  in  the  advance  and  progress  of 
civilization  and  art.  Such  buildings  possess  an  aesthetic  or 
artistic  character,  and  are  the  natural  expression  of  particular 
peox)les  at  a  given  stage  of  their  civilization. 

The  Greeks  and  the  Romans,  the  most  cultivated  nations  of 
ancient  times,  brought  their  architectural  forms  to  a  A'ery  high 
degree  of  perfection.  The  destruction  of  ancient  civilization  by 
the  Fall  of  the  Roman  Empire  in  the  5th  century  A.  D.  and  the 
spread  of  Christianity,  caused  the  complete  disappearance  of  Greek 
and  Roman  architecture  during  several  centuries.  This  period  is 
called  the  Middle  Ages  and  lasted  until  the  loth  century,  but  dur- 
ing this  time  a  new  civilization  was  developing  and  producing  an 
architecture,  which  in  certain  countries  (notably  in  France) 
attained  a  very  high  degree  of  perfection. 

Tn  the  15th  century,  however,  the  study  of  ancient  literature 
brought  about  an  intellectual  reaction  which  led  both  science  and 
art  into  sympathy  with  Greco-Roman  antiquity.  Architecture 
then  discarded  the  artistic  forms  of  the  Middle  Ages  and  adopted 
new  forms  derived  from  the  remains  of  ancient  Rome.  This  period 
was  called  the  Renaissance,  and  from  it  we  may  date  the  academic 
study  of  architecture,  based  on  the  architecture  of  Greece  and  of 
Rome     To  the  architectural  style  at  this  time  adopted  as  a  standard 
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for  study  in  the  classroom,  has  been  given  the  designation  "Class- 
ical," and  as  the  princijjles  of  classical  architecture  are  the  easiest 
to  formulate  and  retain,  it  is  most  helx^ful  to  begin  with  the  study 
of  these.  An  accurate  knowledge  of  classical  architecture  is 
essential  to  the  study  of  all  other  styles. 


1.  Architecture  is  the  art  of  designing  and  constructing 
buildings. 

2.  The  designing  of  buildings  consists  in  a  graphic  (or  plas- 
tic) represGii^tation  of  their  intended  shapes  and  sizes. 

3.  An  architect  uses  mechanical  drawing  to  express  his  ideas 
and  to  record  exactly  the  size  and  shape  of  the  object  represented. 

4.  In  mechanical  drawing,  the  instruments  used  to  draw  the 
straight  lines  e^ni  the  curves  which  express  the  forms  of  objects, 
are,  among  others,  the  straight  edge,  triangle  and  compass. 

5.  In  general,  full  straight  lines  indicate  visible  edges,  and 
broken  or  dotted  lines  indicate  relations  of  different  parts,  such 
as  the  axis  or  center-line  of  a  street  or  building  or  the  distance 
covered  by  a  figured  meas- 
urement. 

6.  Horizontal  lines  are 
drawn  along  a  T-square 
whose  head  rests  against  the 
left  side  of  a  drawing  board. 
Vertical  and  sloping  lines  are 
drawn  against  a  triangle  rest- 
ing against  the  T-square. 
(Fig.  1). 

7.  Two  horizontal  lines 
intersecting  two   vertical 
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Fig.  1. 


lines,  all  of  equal  length,  form  a  square.  If  its  opx^osite  corners  are 
connected  by  straight  lines,  called  diagonals,  the  intersection  of  these 
diagonals  gives  the  center  of  the  square.  A  horizontal  and  a  vertical 
line  may  be  drawn  through  this  center,  and  then,  by  setting  the 
point  of  the  compass  at  the  center  and  opening  the  compass  along 
either  of  these  lines  to  the  sides  of  the  square,  a  circle  may  be 


247 


THE   EOMAN   ORDERS 


drawn  which  will  be  exactly  inscribed  within  the  square.  The 
square  itself  will  be  divided  into  four  small  squares,  each  of  which 
contains  a  cjuadrant  or  quarter  circle.     (C,  plan,  Fig.  2.) 
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8.  The  circle  is  divided  into  360  parts,  which  are  used  for 
measuring  angles  or  the  difference  in  direction  between  any  two 
lines  that  meet  in  the  center  of  the  circle.  For  convenience,  an 
instrument  called  a  protractor  is  sometimes  used,  which  consists  of 
a  half-circle  divided  into  180  parts  called  degrees  (°).  A  vertical 
line  from  the  center  of  the  circle  will  cut  the  curve  or  circumfer- 
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ence  at  a  point  90°  above  the  horizontal,  and  the  diagonals  of  the 
sqiiare  in  which  the  circle  is  inscribed  will  divide  each  angle  of 
90°  into  two  angles  of  45°  each. 

9.  As  it  is  impracticable  to  draw  many  objects  at  their  full 
size,  an  arbitrary  scale  is  used  to  enable  the  drawing  to  be  made  at 
i?  h  1^'  sV?  or  some  other  fraction  of  its  true  size.  Drawings  at 
the  scale  of  ^  inch  to  the  foot  reproduce  each  dimension  of  an 
object  at  yw  of  its  true  size.  The  system  of  drawing  things  "  to 
scale  "  enables  us  to  make  accurate  drawings  at  any  convenient 
size. 

10.  To  make  pictures  of  objects  in  such  a  way  as  to  express 
accurately  the  size  and  shape  of  every  part,  three  drawings  are 
usually  necessary — a  plan,  a  section,  and  an  elevation — the  jplan 
to  show  widths  and  lengths,  the  section  to  show  widths  and  heights, 
the  elevation  to  show  lengths  and  heights. 

11.  A  drawing  looks  better  when  its  perpendicular  center  is 
half-way  across  the  paper  and  its  bulk  placed  slightly  above  the 
horizontal  center  of  the  sheet.  Begin  then  by  finding  a  point  in 
the  paper  half-way  between  the  sides,  and  through  this  center 
draw  a  vertical  line  —  the  vertical  axis  of  the  drawing.  Layout 
the  plan,  the  elevation,  or  the  sum  of  the  two  together  with  the 
space  between  them,  so  that  half  the  finished  work  shall  be  on 
each  side  of  the  vertical  axis. 

12.  In  mechanical  drawing,  it  is  best  to  begin  by  indicating 
the  axes  or  center  lines  of  objects  in  plan,  section  and  elevation. 
On  either  side  of  these  axes  lay  out  one-half  of  the  width  or  depth 
of  the  objects  represented. 

13.  A  pier  or  pillar  is  a  mass  of  stone,  wood  or  metal  stand- 
ing on  end  and  used  as  a  support.     (Fig.  2,  C.) 

14.  A  lintel  is  a  piece  of  stone,  timber,  or  metal  laid  flat  upon 
two  pillars  so  as  to  form  an  opening  or  bay.     (Fig.  2,  E.) 

15.  A  string  course  is  a  horizontal  band  of  stone,  brick,  or 
other  building  material  projecting  beyond  the  face  of  a  wall.  (Fig. 
2,F.) 

16.  The  first  exercise.  Fig.  2,  shows  two  pillars  C  and  D, 
carrying  a  lintel  E,  above  which  is  a  string  course  F.  The  plan 
shows  the  width  and  the  depth  of  the  pillars  O  and  D.  It  shows 
that  pillar  D  is  square  and  that  pillar  C  is  eight  sided  (octagonal.) 
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It  also  shows  that  these  two  x^iUars  are  set  along  a  straight  line  or 
axis  (A-B)  having  the  same  direction  as  two  of  their  sides.  The 
section  shows  the  vertical  position,  the  depth  and  the  height  of 

the  pillars,  the  width  and  the 
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Fig.  3. 


height  of  the  lintel  E,  which 
rests  on  the  pillars  so  as  to  line 
with  their  face;  and  last  of  all 
the  height  and  the  width  of  the 
string  course  F,  with  its  projec- 
tion beyond  the  lintel  E.  The 
elevation  shows  the  general  ar- 
rangement of  pillars  and  lintel 
as  seen  from  an  arbitrary  view- 
point directly  in  front.  It  shows 
that  the  two  pillars  are  upright 
or  plumb,  indicates  the  shape  of 
the  space  between,  and  gives  the 
length  of  the  lintel  and  of  the 
string  course. 

17.  All  the  parts  of  this 
drawing  have  definite  relations 
of  size  which  are  called  propor- 
tions. Each  pillar  is  one  unit 
and  a-half  wide,  one  unit 
and  a-half  deep  and  five  units 
and  a-half  high.  The  space  be- 
tween the  pillars  is  two  and 
three-quarter  units  wide  and  five 
and  one-half  high ;  its  width  is, 
therefore,   one-half    its    height. 

18.  When  a  pillar  is  cylin- 
drical or  rounded,  it  is  called  a 


column  and  is  divided  into  parts,  the  major  part  being  termed  the 
shaft.  (Fig.  3).  The  shaft  is  the  portion  extending  between  the 
base  and  the  capital,  or  between  the  capital  and  the  support  upon 
which  the  column  rests.  The  shaft  generally  rests  upon  a 
projecting  block  or  base  included  as  part  of  the  column,  and  is 
crowned  with  another  projection  called  a  capital. 
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19.  Columns  are  connected  to  one  another  overhead  by  a  tim- 
ber or  stone  called  the  architrave.  Generally  there  is  above  the 
architrave  a  j)lain  space,  called  the  frieze,  lining  with  the  neck  of 
the  column  below,  and  above  the  frieze  a  projecting  mass  that  com- 
IDletes  the  whole  and  is  called  the  cornice.  The  architrave,  frieze, 
and  cornice  taken  together  are  called  the  entablature.  A  column 
with  an  entablature  constitute  an  Order  of  Architecture. 

20.  Sometimes  an  Order  of  Architecture  is  set  upon  a  mass 
of  a  certain  height  which  is  called  the  pedestal.  The  x^edestal 
often  has  a  base,  and  a  cornice  or  crowning  member  called  a  cap. 
The  space  between  the  base  and  the  cap  is  called  the  die  of  the 
pedestal. 

21.  There  are  sometimes  used  at  the  corners  of  buildings,  or 
elsewhere  against  a  wall,  fiat  pillars  having,  like  the  column,  a  base 
and  a  capital.     These  pillars  are  called  pilasters. 

22.  For  the  sake  of  elegance  and  lightness,  the  shafts  of 
columns  and  pilasters  are  generally  made  smaller  at  the  top  than 
at  the  bottom.  This  prevents  the  shafts  from  appearing  clumsy. 
They  do  not,  however,  tajDer  all  the  way  from  the  base  uj^ward,  but 
only  from  a  point  one-third  the  height  of  the  shaft  above  the 
base.  Above  this  point  the  outline  of  a  column  or  pilaster  shaft 
is  a  gentle  tapering  curve.  This  swelling  curve  or  taper  is  called 
the  "entasis"  of  the  column. 

23.  It  must  be  noted  that  the  diminution  of  the  pilaster  is 
much  less  than  that  of  the  column,  and  that  in  some  cases  the 
pilaster  is  of  the  same  width  at  the  neck  as  at  the  base.  As 
specifically  shown  hereafter,  there  are  certain  relations  between  the 
necks  and  bases  of  columns  and  pilasters  of  each  of  the  Orders. 
Occasionally,  where  a  pilaster  is  used  alone  upon  the  corner  of  a 
building  and  not  in  immediate  association  with  a  tapered  column, 
the  pilaster  shaft  is,  for  obvious  reasons,  of  the  same  width  at  the 
neck  as  at  the  base.     See  plates  XXVII  and  XXVIII. 

24.  When  square  pillars  carry  vaults  or  arches  instead  of 
lintels,  the  pillars  are  called  piers  (Fig.  4).  If  a  support  is  square 
or  oblong  in  x)lan,  and  its  thickness  in  relation  to  its  height  is 
considerably  more  than  the  thickness  of  a  column,  it  is  called  a 
pier  even  though  it  carries  a  lintel.  When  a  pier  is  topped  by 
a  projecting    stone  or   series   of  mouldings  from  which  an  arch 
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sijrings,  this  projection  is  called  the  impost,  and  the  projecting 
bund  or  border  that  is  often  placed  around  the  edge  of  the  arch 
is  called  an  archivolt.     Piers  generally  rest  upon  a  base  or  plinth. 
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Fig.  4. 
25.  An  arch  is  a  support  constructed  of  se^jarate  stones, 
units,  or  voussoirs,  with  its  center  higher  than  its  two  ends,  and 
of  an  outline  which  is,  in  part  or  entirely,  a  circle,  or  a  curve  laid 
out  from  one  or  more  centers.  A  vault  is  a  continuous  arch  roofing 
over  a  room  or  passage,  whose  length  is  considerably  greater  than 
its  width.  A  series  of  arches  in  succession  opening  upon  the 
space  covered  by  a  vault,  may  be  called  an  arcade. 
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-  26.  Note  the  distinction  between  the  lintel,  a  single  hori- 
zontal member  carrying  a  superimx^osed  weight  to  the  piers  by  its 
own  strength,  and  the  arch,  a  curved  construction  which  carries  a 
superincumbent  weight  by  transferring  its  load  to  the  i)iers  or 
supports  from  which  it  si)rings,  but  unlike  the  lintel,  adding  a 
certain  lateral  "thrust"  which  the  sujjports  must  resist. 
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Fig.  5. 

27.  Bases,  capitals,  lintels,  cornices,  imposts,  and  archivolts 
are  composed  of  separate  members  of  straight  or  curved  profiles, 
and  these  members  are  called  mouldings. 

28.  Classical  mouldings  may  be  divided  into  five  classes: 
crowning,  supporting,  binding,  separating  and  prone.  The  mould- 
ings most  frequently  used  are  the  quarter  round,  Fig.  5  (E);  the 
cove  or  cavetto,  (A) ;  the  torus  or  half  round,  (J) ;  the  cyma,  (C) ; 


253 


12 


THE   KOMAN    ORDERS 


TU50\N 


^ 


it  37   --24i 


1 


--4 


H 


ORDER.^ 


T 


4- 


I 


.40 


Fig.  6. 


the  ogee  or  cyma  re  versa,  (H);  and 
the  scotia,  (O).  The  quarter  round, 
cove  and  torus  are  simple  mould- 
ings whose  outline  is  an  arc  of  a 
circle;  the  cyma,  ogee  and  scotia 
are  composite  mouldings  outlined 
by  the  arcs  of  two  or  more  circles. 
The  fillet  (M),  while  never  occupy- 
ing an  important  position,  is  contin- 
ually used  to  finish  off  or  to  separ- 
ate the  more  important  mouldings. 

29.  Classical  architecture  in- 
cludes five  Orders  that  differ  in  the 
proportions  of  their  columns  and 
in  richness  of  their  ornamentation. 
These  Orders  have  long  been  called 
the  Tuscan  Order,  (Fig.  6);  Doric 
Order,  Ionic  Order,  and  Corinthian 
Order,  (Plate  I)  and  Composite 
Order,  (Fig.  17).  The  Doric,  Ionic 
and  Corinthian  orders  are  the  most 
important,  as  they  are  now  in  more 
general  use. 

30.  The  five  orders  have  one 
proportion  in  common,  viz.:  the 
relation  of  the  height  of  the  column 
to  the  height  of  the  entablature. 
The  entablature  in  all  five  orders 
is  one  quarter  the  column  height. 
The  height  of  the  column  in  any 
order  is  therefore  the  height  of 
four  entablatures,  and  the  height 
of  the  entablature,  although  a 
variable  quantity,  will  always  bear 
a  certain  relation  to  the  general 
height  of  the  order. 

31.  The  height  of  the  entab- 
lature divided   into  one  hundred 
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parts  establishes  a  scale  which  may  be  used  in  determining  the 
proper  proportions  of  all  parts  of  the  order.  This  scale  unit  is 
called  the  Entablature  or  "En"  and  its  one  hundred  parts  are, 
where  necessary  to  show  more  minute  divisions,  sub-divided  into 
tenths  which  are  expressed  decimally. 

32.  Another  system  of  measurements  which  is  often  used  is 
based  upon  a  unit  called  the  "Module"  which  is  always  equal  to 
the  radius  of  the  column  shaft  at  the  base.  This  unit,  like  the 
"En,"  may  vary  in  different  examples  but  will  always  have  a 
definite  relation  to  the  order  as  a  whole  in  any  jmrticular  case.  The 
"Module"  is  sometimes  subdivided  into  twelve  parts,  sometimes 
into  eighteen  and  sometimes  into  thirty,  depending  u^oon  the  order 
considered  and  the  system  of  measurement  to  be  adopted.  It  is, 
therefore,  not  so  reliable  a  unit  as  the  "En/'  and  the  latter  will  be 
used  in  this  work.  Some  of  the  plates  from  Vignola  and  Palladio, 
however,  are  drawn  according  to  the  "Module"  system.  It  is  only 
necessary  to  remember  that  the  "Module"  is  always  equal  to  the 
semi-diameter  at  the  base  of  the  column. 

S3.  The  figured  dimensions  of  a  drawing  are  written  along 
vertical  lines  in  measuring  heights,  and  along  horizontal  lines  in 
measuring  widths.  A  figured  drawing  is  one  whose  dimensions  are 
expressed  in  figures,  and  the  extent  covered  by  each  measurement 
is  denoted  by  dotted  measuring  lines  and  by  spurs  or  arrow  heads, 
two  of  which  when  meeting  form  a  cross. 

34.  The  most  striking  difference  between  the  Orders  is  in 
the  proportions  of  the  columns,  whose  heights,  as  already  noted, 
are  equal  to  four  entablatures,  but  whose  diameters  just  above  ti.e 
bases  are  as  follows: 

Tuscan  order,  55  parts  of  the  Entablature  or  "En." 

Doric  order,  50      "  "  "  " 

Ionic  order,  45     "  "  "  " 

Corinthian  order  40      "  "  "  " 

Composite  order  40     "         "  "  " 

From  the  Tuscan  to  the  Corinthian  Order  the  thickness  of  the 
column  decreases  evenly  by  five  parts  at  each  step. 

35.  The  shafts  of  columns,  as  we  have  already  seen,  are  less 
thick  at  the  capital  than  at  the  base.  The  upper  diameter  of  the 
columns  of  the  different  orders  is :     for  the — 
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Tuscan      Order,  48  parts. 
Doric  "         U    " 

Ionic  "         39    " 

Corinthian  "         36    " 
Composite   "         3G    " 

36.  The  Tuscan  and  Doric  columns  have  one  relation  in  com- 
mon,— the  height  of  their  capitals,  which  is  twenty-six.  The 
cornice  in  both  these  orders  has  a  height  of  thirty-seven. 

37.  The  entablatures  of  the  Ionic.  Corinthian  and  Composite 
orders  have  certain  general  proportions  in  common,  and  all  the 
general  proportions  of  Corinthian  and  Composite  columns  are 
identical. 

38.  When  orders  are  set  upon  pedestals,  the  latter  must  har- 
monize in  their  proi^ortions  and  decoration  with  the  orders  carried 
by  them.  The  height,  however,  is  variable,  being  generally  pre- 
scribed by  the  practical  requirements  of  each  building.  A  good 
average  height  is  1  En  40  parts  or  140  parts.  Although  pedestals 
are  not  component  parts  of  the  orders  it  is  convenient  to  call  them 
according  to  their  characteristics,  Tuscan  pedestals,  Doric  pedes- 
tals, Ionic  pedestals,  etc.,  as  the  case  may  be.  The  several  orders 
differ  in  the  complexity  of  their  mouldings  and  the  richness  of 
their  ornamentation. 

TUSCAN  ORDER. 

39.  Although  it  has  been  deemed  best  to  restrict  this  text- 
book to  a  consideration  of  the  three  Roman  orders  termed  the 
Doric,  Ionic  and  Corinthian,  the  simpler  Tuscan  Order  is  shown 
sufficiently  in  detail  to  enable  the  student  to  use  it  in  the  exer- 
cises as  required.  The  simplicity  of  its  mouldings  and  the  com- 
paratively few  lines  required  to  express  its  component  parts  seem 
especially  to  fit  this  order  for  the  earlier  required  drawings.  The 
general  proj)ortions  of  the  Tuscan  Order  are  shown  in  Fig.  6, 
while  the  details  may  be  more  carefully  studied  in  the  full  page 
drawing,  Plate  II 

40.  The  shaft  of  the  column  has  at  its  lower  extremity  a  pro- 
jecting member  called  the  listel,  surmounted  by  a  curved  mem- 
ber called  the  cong6  or  cove,  which  is  itself  a  continuation  of  the 
outline  of  the  column  shaft.     The  listel  rests  directly  upon  the 
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base  and  is  three  parts  in  height  and  the  same  in  projection,  there- 
fore the  surmounting  cong6  is  in  outline  just  a  quarter  of  a  circle. 

41.  The  height  of  the  base  without  the  listel  is  26  parts, 
divided  between  the  plinth,  which  is  14  and  the  torus  which  is  12. 
Since  a  torus  has  the  form  of  a  semi-circle,  its  projection  is  one- 
half  the  height,  that  is  to  say  six,  which — with  the  projection  of 
the  listel — makes  the  total  projection  of  the  base  beyond  the  lower 
part  of  the  shaft  nine  parts. 

42.  The  projection  of  the  base  determines  the  width  of  the 
die  of  the  pedestal  whose  face  corresponds  to  the  face  of  the  plinth 
above,  and  it  is  from  this  face  that  the  ^projections  of  its  cap  and 
base  are  measured.  These  projections  and  moulding  sections  are 
shown  at  the  left  of  the  drawing  in  Plate  II. 

43.  The  shaft  of  the  column  is  terminated  below  the  caj^ital 
by  a  moulding  composed  of  a  cong6,  a  fillet,  and  a  small  torus 
which  is  called  a  bead;  these  mouldings  taken  together  are  termed 
the  astragal. 

44.  The  Tuscan  capital  is  very  simple,  and  is  composed  of 
three  principal  parts.  Above  the  astragal  occurs  the  necking,  8 
parts*  in  height  and  ending  in  a  cong6.  Then  comes  a  fillet  2  parts 
high.  Above  this  is  the  quarter-round  6.5  parts  in  height  and  of 
equal  projection.  The  upper  part  of  the  capital  is  composed  of 
the  abacus,  ending  in  a  cong6  and  fillet,  the  whole  9.5  x^arts  high. 
The  abacus  is,  like  the  plinth  of  the  base,  square  in  plan.  The 
total  projection  of  the  upper  edge  of  the  abacus  from  the  face  of 
the  necking  is  10  parts. 

45.  The  architrave  is  composed  of  a  single  face,  terminated 
by  a  cove  and  a  listel.  The  total  height  of  the  architrave  is  thirty 
parts,  of  which  twenty-five  are  given  to  the  face  and  cove,  and  five 
to  the  listel.     The  projection  of  the  listel  is  four  parts. 

46.  The  frieze  of  the  Tuscan  Order  is  thirty-three  parts  in 
height,  and  is  terminated  at  the  top  by  a  cong6, 

47.  The  cornice  is  composed  of  three  principal  parts:  the 
quarter-round,  the  corona  and  the  cavetto.  To  each  of  these  parts 
is  also  given  a  fillet  or  listel  to  finish  or  separate  it  from  the  adja- 
cent mouldings.  An  alternative  entablature  is  shown  upon  the 
same  plate,  lining  with  the  one  just  described. 
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48.  On  this  jjlate  (II)  are  also  shown  the  details  of  two 
imposts  and  an  archivolt  which  may  be  employed  in  the  decorated 
arcades  of  the  Tuscan  Order.  The  imposts  are  twenty-four  parts 
in  height,  and  the  archivolt  is  thirty  parts  wide. 

DORIC  ORDER. 

49.  There  are  two  styles  of  the  Doric  Order,  the  Denticular 
Order  and  the  Mutular  Order.  The  difference  between  these  two 
styles  is  purely  decorative  and  will  be  explained  in  the  course  of 
this  analysis. 

50.  The  Doric  column,  more  elegant  than  that  of  the  Tuscan 
Order,  is  sometimes  fluted  with  segmental  channels,  the  intersec- 
tion of  which  forms  a  sharp  raised  edge  or  "arris."  These  channels 
are  always  twenty  in  number,  and  are  so  placed  that  one  is  always 
seen  in  the  center  of  the  column  on  each  of  its  four  faces. 

51.  To  draw  a  column  with  channels,  it  is  necessary  to 
make  a  plan  just  above  the  base,  that  is  to  say,  at  its  greatest 
diameter,  and  another  at  its  smallest  diameter  or  at  the  necking  of 
the  column.  (Plate  III.)  Having  divided  the  semi-circumference 
into  twenty  different  parts,  and  having  determined  the  radius 
through  each  point  of  division,  draw  a  chord  of  the  arc  comprising 
two  of  these  divisions;  and  with  an  opening  of  the  compass 
equal  to  one-half  of  this  chord,  and  from  the  point  where  it  inter- 
sects the  radius  which  divides  it  into  two  parts,  draw  a  semi- 
circle outside  of  the  circumference  of  the  column.  The  summit  of 
this  semi-circle  will  be  the  center  of  the  arc  of  the  circle  that  forms 
the  channel.  By  taking  the  corresponding  x^oint  on  each  alternate 
radius  all  the  channels  may  be  drawn  with  the  same  opening  of 
the  compass.  As  a  result  of  this  method,  the  arc  of  the  Doric 
channel  is  exactly  a  quarter  circle. 

52.  The  head  or  upper  part  of  each  channel  is  a  semi- 
circle, while  the  foot  rests  on  a  plane  inclined  at  forty-five  degrees. 
In  drawing  a  channeled  column  there  is  but  one  channel 
seen  in  direct  front  elevation,  the  others  follow  the  curvature  of 
the  shaft,  and  are  drawn  according  to  their  positions  on  the  plan. 
They  form  at  the  upper  and  lower  extremities  different  curves 
which   can  be   obtained  only  by  projecting  the   proper  points. 
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Thus,  to  obtain  the  curves  formed  by  the  heads  of  the  channels 
draw  (in  elevation)  the  semi-circle  forming  the  head  of  the  central 
channel,  and  divide  the  plan  of  each  one  into  eight  equal  parts. 
Now  project  upward  the  points  of  division  on  the  plan  of  this  cen- 
tral channel  by  vertical  lines  drawn  to  intersect  the  semi-circle  in 
elevation.  From  these  points  of  intersection,  draw  horizontals 
which  will  pass  tl  rough  all  the  other  channels.  Then  draw  verticals 
from  the  plan  of  each  channel,  as  has  already  been  done  with  the 
central  one,  and  at  the  intersection  of  these  verticals  with  the 
resiDCctive  horizontal  lines,  points  of  projection  may  be  marked 
by  means  of  which  one  may  describe  the  various  curves. 

For  the  foot  of  the  channels  the  section  must  be  used  to  estab- 
lish the  points  of  projection  by  dividing  the  inclined  plane  into 
three  equal  parts,  and  from  each  of  these  points  of  division,  hori- 
zontals passing  through  all  the  channels  may  be  drawn;  then, 
dividing  the  depth  of  the  channel  on  the  plan  into  three  equal  parts, 
one  may  draw  from  the  center  of  the  column,  two  circles  passing 
through  all  the  channels.  At  the  points  where  these  circles  inter- 
sect the  outlines  of  the  several  channels,  points  are  found  in  plan 
which  may  be  projected  to  the  horizontals  of  the  elevation. 
Through  these  points  may  be  drawn  the  several  curves  of  the 
channel  footings. 

53.  This  plate  shows  also  the  details  of  the  capitals  and  bases 
of  the  two  Doric  Orders.  The  left  half  shows  the  Denticular  and  the 
right  half  the  Mutular  Order.  The  capitals  have  the  general 
characteristics  of  the  Tuscan  capital,  but  they  have  several 
differences  of  detail.  For  example,  the  abacus  is  enriched  by  a 
small  cyma-reversa  with  a  listel  or  fillet;  while  the  necking  is 
separated  from  the  quarter-round  by  three  "annulets"  in  the 
denticular,  and  by  an  astragal  in  the  mutular  order. 

The  height  of  the  Doric  capital  is  the  same  as  that  of  the 
Tuscan  Order,  twenty-six,  divided  thus:  the  necking  eight,  the 
annulets  or  astragal  three,  the  quarter-round  five,  the  abacus  six, 
the  cyma-reversa  two,  and  the  listel  two;  the  total  projection  of 
these  members  is  ten,  of  which  two  is  the  projection  of  the  cyma- 
reversa,  .5  is  the  projection  of  the  abacus  beyond  the  quarter-round, 
five  for  the  quarter-round  in  the  denticular  order,  and  2.5  for  the 
three  annulets 
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The  quarter-round  in  the  mutular  order  is  of  the  same  height 
as  in  the  denticular  but  it  has  a  projection  of  six,  and  is  drawn 
with  a  radius  of  six,  and  the  cong6  of  the  astragal  has  a  projection 
of  one  and  five-tenths.  The  shaft  of  the  column  terminates  below 
the  necking  of  the  capital  by  an  astragal  of  three  parts,  of  which 
one  is  for  the  annulet,  and  two  for  the  bead  or  ring;  the  cong6 
has  a  i^rojection  of  one. 

Sometimes,  in  order  to  give  increased  richness  to  the  capital, 
certain  mouldings  are  carved.  The  cyma-reversa  of  the  abacus  is 
adorned  with  the  leaf  and  tongue  ornament,  the  quarter-round  with 
eggs  and  darts,  and  the  "baguette"  or  bead  with  beads  and  reels. 

54.  The  Doric  base  is  twenty-four  parts  in  height,  divided 
among  the  plinth  of  twelve,  the  torus  of  nine,  and  a  bead  or  ring 
of  three;  the  fillet  below  the  cong6  of  the  column  is  two  in  height. 
The  projection  of  the  base  is  eight,  comprising  the  cong6  of  the 
column,  which  is  two,  the  bead  1.5,  and  the  torus  4.5. 

55.  The  Doric  entablatures  are  shown  in  Plates  IV  and  V. 
The  architraves  have  a  characteristic  ornament  which  consists  of 
a  row  of  small  truncated  cones  (or  pyramids)  called  "guttae," 
attached  below  the  listel  of  the  architrave  to  a  small  band  called  the 
reglet  or  taenia.  Their  position  corresponds  to  the  channeled 
parts  of  the  frieze  above,  which  are  called  the  triglyphs.  Notice 
that  the  denticular  architrave  is  composed  of  a  single  band  crowned 
by  a  listel,  while  the  mutular  has  two  bands,  of  which  the  upper 
projects  beyond  the  one  that  rests  upon  the  capital.  These 
bands  are  designated  by  the  name  fascia  or  "facure." 

Both  styles  of  Doric  architraves  are  twenty-seven  parts  in 
height,  of  which  four  are  given  to  the  listel. 

The  lower  band  of  the  mutular  Doric  architrave  is  nine  parts 
in  height;  the  height  of  the  guttae  is  three,  of  the  reglet  or  "taenia" 
one.  The  denticular  style  has  but  one  projection,  that  of  the  listel, 
which  is  three.  The  mutular  has  a  projection  of  four,  because  of 
the  added  projection  of  the  second  fascia  which  is  one.  The  guttae 
are  spaced  four  parts  from  center  to  center;  their  lower  width  is 
three  and  the  upper  width  two.  The  face  of  the  taenia  is  parallel 
to  the  slope  of  the  guttae.  The  projection  of  the  guttae  from  the 
face  of  the  architrave  is  2.5  on  the  bottom,  and  two  at  the  top. 

56.  The  frieze  of  the  Doric  Order  is  thirty-six  parts  in  height 
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and  is  distinguished  by  its  triglyphs,  which  are  apparently  the 
extremities  of  beams,  forming  on  the  frieze  a  slight  projection  of 
two  parts,  and  spaced  at  regular  intervals.  The  name  comes 
from  the  triangular  channels  with  which  they  are  ornamented. 
The  detail  of  this  ornament  as  well  as  of  the  dependant  guttae  is 
clearly  shown  in  Fig.  7. 

57.  The  cornice  of  the  denticular  Doric  Order  is  thirty-seven 
parts  in  height  and  its  projection  is  forty.  It  is  composed  first,  of 
a  band  four  parts  in  height  and  one  in  i)rojection,  forming  a  slight 
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Fig.  7. 

projection  of  .5  over  each  triglyph;  second,  a  cyma-reversa  of  three 
in  height  and  2.5  in  projection,  placed  with  a  projection  of  five- 
tenths  over  the  head  of  the  triglyph;  third,  a  band  six  in  height 
and  five-tenths  in  projection  over  the  cyma-reversa;  against  this 
band  are  placed  small  blocks,  five  parts  in  height  and  four  in  width, 
with  a  space  of  two  between  them,  which  are  called  dentils; 
fourth,  a  corona  eleven  x)arts  in  height  comprising  two  fillets,  of  one 
part  each  which  are  seen  in  profile  on  the  section  AA  and  which, 
with  the  drip,  are  intended  to  carry  off  the  rain  water;  fifth,  a  cyma- 
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reversa  of  1.8  siiniiounted  by  a  tillct  of  1.2  and  the  whole  project- 
ing 2.2;  sixth,  a  cavetto  of  six,  and  six  in  projection;  seventh,  a 
listel  of  four  crowning  the  cavetto. 

58.  The  two  sections  show  that  the  dentils  are  surmounted 
under  the  corona  by  a  cavetto  of  two  in  height,  having  a  projection 
of  two  in  which  is  included  the  offsetting  i^rojection  of  .5.  This 
cavetto  causes  the  soffit  or  lower  face  of  the  corona  to  be 
inclined  two  parts.  This  soffit  is  divided  into  panels  of  various 
forms  corresponding  to  the  divisions  of  the  frieze,  as  will  be 
seen  in  Fig.  9.  Those  panels  which  correspond  to  the  triglyphs 
are  ornamented  by  round  guttae,  the  position  of  which  is  de- 
termined by  the  edges  of  the  channels.  The  guttae  are  three 
parts  in  diameter  at  the  lower  face  and  two  at  their  summit; 
they  are  one  in  height  and  are  placed  in  three  rows  spaced 
four  from  center  to  center.     The   other  panels   are  divided   into 

lozenges  and  triangles   and  are 
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sometimes  ornamented  with  ro- 
settes or  other  devices. 

59.  The  frieze  of  the  mutu- 
lar  order  is  distinguished  only 
by  a  slight  difference  in  the 
channels  of  the  triglyph.  The 
channels  on  the  edges  are  eased 
off  into  a  curve  at  the  top, 
while  the  others  form  re-enter- 
ing angles. 

The  cornice  is  noticeable  for  the  projecting  blocks  which 
depend  from  the  corona  and  which  are  called  mutules  (Fig.  8). 
This  cornice  (Plate  V)  has  the  same  height  as  the  preceding  one 
(Plate  IV),  but  it  differs  in  its  projection,  which  is  forty-two.  The 
height  is  divided  in  the  following  manner:  the  band  above  the 
triglyph  four,  the  fillet  1.5,  the  quarter  round  three  and  five-tenths, 
mutules  six  and  five-tenths,  cyma-reversa  one  and  five-tenths,  the 
corona  eight,  cyma-reversa  one  and  eight-tenths,  fillet  one  and  two- 
tenths,  cyma-recta  six,  and  the  listel  three.  The  projection  is 
divided  as  follows:  the  thickness  of  the  triglyph  two,  band  and 
listel  one,  quarter-round  three  and  five-tenths,  the  fascia  five- 
tenths,  mutules    twenty-four    and    five-tenths,   corona    two    and 


270 


DORIC  ^  ^  MVTVLAR. 


PLAN  -  Or^ JOFFIT-         I 


2*11 

'  I 


1 — 


A 


■2.^ii^-^4.S-f 


ZO i-5- 


■peejoo 
i-eoooo 

HG>GO!00 


A 


I* 12 


i^ 


I.C.        —.i.l-4 


Yj  I  lY 


oi 


•GUTTAE 

'DEXAlCS^OF 
'DOI^IC^  EN- 
^TABLATVRE 

One  Quartjer  r,Tr, 
I  I  I  I  '  I  I  I  I  I  t  I  I  1  I  I  I  I  I  I  I  I  [  I  I  I 


I»-4-|-1 


y 


-'D:lIMCT 


^?^ 


PLATE  V. 
(A  reproduction  at  small  size  of  Porttolio  Plate  V) 


I 


THE    ROMAN   ORDERS  21 


five-tenths,    fillet    projection    with    cyma   reversa    two,   and   the 
cyma-recta  six. 

The  mutules  have  a  face  five  and  five-tenths  in  height  and 
form  a  profile  composed  of  a  square  of  one,  a  drip  of  one  and  five- 
tenths,  and  a  reglet  of  two.  The  lower  face  of  the  mutules  in 
Plate  V  is  decorated  with  five  rows  of  guttae,  six  in  a  row.  As 
the  mutules  correspond  in  their  position  and  in  their  width  to  the 
triglyphs,  so  the  divisions  of  the  guttae  correspond  with  the  edges 
of  the  channels  of  the  triglyphs. 

60.  In  the  Doric  Order  the  axes  of  columns  and  pilasters 
always  correspond  to  the  axes  of  the  triglyphs  above  them.  The 
upper  semi-diameter  of  the  column  being  twenty-two,  the  axis  of 
the  first  triglyph  is  placed  at  twenty-two  from  the  angle.  The 
triglyphs  are  twenty-four  in  width,  and  the  spaces  which  separate 
them  are  thirty-six.  These  spaces  are  exactly  square,  having  a 
width  equal  to  the  height  of  the  frieze,  and  are  called  "metopes." 
The  mutules  are  of  the  same  width  as  the  triglyphs,  twenty-four, 
and  are  placed  on  the  same  axes.  Sometimes  the  metopes  are 
decorated  with  objects  of  sculpture  whose  character  is  suggested 
by  the  character  of  the  edifice.     (Plates  VIII  and  IX.) 

61.  The  under  iDart  of  the  corona,  or  "soffit"  of  the  Doric 
cornice  is  divided  like  the  frieze,  its  divisions  corresponding  to  the 
triglyx^hs  and  the  metopes,  as  we  have  already  seen.  The  arrange- 
ment of  the  soffit  at  the  angle  must  be  carefully  observed: — • 
in  the  denticular  cornice.  Fig.  9,  there  is  included  in  the  corner  a 
division  which  corresponds  to  the  width  of  the  metope:  first,  a 
division  of  five;  second,  a  division  of  13;  third,  another  division  of 
five;  and  finally — at  the  angle — a  square  of  twelve  and  a  fillet  of 
one.  These  parts  are  decorated  with  panels  where  sometimes  are 
placed  rosettes,  winged  thunder  bolts,  or  other  ornaments  in  accor- 
dance with  the  character  of  the  edifice.  In  the  soffit  of  the  mutular 
cornice  (Plate  IX)  there  is  at  the  angle  a  square  of  twenty-three 
and  five-tenths,  decorated  with  a  panel  which  may  be  filled  with 
sculpture,  such  as  the  winged  thunder-bolt.  The  space  between 
this  panel  and  the  mutule  is  ornamented  with  lozenge  shaped 
panel,  in  which  is  a  rosette. 
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62.  The  cymatium  or  cap  of  the  pedestal  (Plate  VI)  is  four- 
teen  parts  high,  of  which  the  divisions  are:  a  fillet  of  one,  quarter- 
round  of  three,  corona  of  seven,  and  listel  of  three.  Its  projection 
is  nine,  of  which  four  is  the  projection  of  the  cong6  and  quarter- 
round,  three  and  five-tenths  of  the  corona,  and  one  and  five-tenths 
of  the  listel. 

The  base  of  the  pedestal  is  forty-five  in  height,  divided  among 
a  first  plinth  twenty-five,  second  plinth  ten,  listel  three,  cyma- 
reversa  five,  and  fillet  two.  The  projection  of  the  base  is  eight,  of 
which  one  is  for  the  first  plinth,  one  for  the  second  plinth,  four  for 
the  cyma-re versa,  and  two  for  the  cong6.  The  die  of  the  pedestal 
is  eighty-one  parts  high  and  its  sides  are  in  plane  with  the  faces 
of  the  plinth  of  the  column  base. 
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Fig.  9. 


63.  The  impost  is  twenty-five  in  height;  it  is  composed  of  an 
astragal  of  three,  a  necking  of  seven,  a  fillet  of  one,  a  quarter- 
roimd  of  three,  a  corona  of  eight,  and  a  listel  of  three. 

The  projection  of  the  impost  is  eight;  for  the  quarter-romid 
and  fillet  four,  for  the  corona  two  and  five-tenths,  and  for  the  listel 
one  and  five-tenths.  The  astragal  projects  two.  The  archivolt  is 
thirty  in  height;  it  is  composed  of  a  first  band  nine,  second  band 
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eleven  and  five-tenths,  fillet 
one  and  five-tenths,  quar- 
ter-round four,  and  listel 
four. 

The  projection  of  the 
archivolt  issix;  second  band 
one,  fillet  one,  quarter  round 
three  and  five-tenths,  and 
listel  five-tenths. 

64.  The  width  of  the 
Doric  pilaster  in  pro^Dortion 
to  the  column  is  shown  in 
Fig.  10.  The  lower  diameter 
of  the  Doric  column  being 
fifty  and  its  upper  diameter 
forty-four,  the  difference  is 
six,  which  is  divided  into 
three  equal  parts,  of  which 
one  is  taken  for  the  differ- 
ence in  width  between  the 
neck  and  base  of  the  pilaster, 
forty-eight  being  the  width 
at  the  base  and  forty-six  at 
the  bottom  of  the  cap. 

The  difference  of  pro- 
jection of  the  bases  is  made 
up  in  the  cong6  which  pro- 
jects two  for  the  column  and 
three  for  the  pilaster. 

The  difference  in  the  pro- 
jection of  the  caps  is  made 
up  in  the  three  annulets 
and  the  quarter-round  of 
the  denticular  capital  and 
in  the  astragal  and  quarter 
round  of  the  mutular  capi- 
tal. 


Fig.  10. 
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THE   IONIC   ORDER. 

65.  The  Ionic  Order  is  distinguished  principally  by  the  form 
of  its  capital,  of  which  the  spiral  scrolls,  called  volutes  (Plate  X) 
are  the  most  important  and  determining  characteristic. 

66.  The  abacus  of  the  Ionic  capital  is  square;  it  projects  six 
parts  from  the  lower  face  of  the  architrave  or  from  the  upper 
diameter  of  the  shaft  of  the  column,  is  four  parts  in  height  and  is 
composed  of  a  fillet  of  two  parts  and  a  cyma-reversa  of  two.  The 
fillet  also  has  a  projection  of  two.     The  upper  face  of  the  abacus 

forms  a  square  of 
fifty-one  on  each  side, 
and  the  lower  face  a 
square  of  forty-seven ; 
the  volutes  grow  from 
beneath  the  abacus 
on  opposite  sides ;  the 
catheti,  which  are  the 
vertical  axes  or  center 
lines  of  the  volutes, 
are  placed  a  distance 
of  twenty-one  from 
the  axis  of  the  col- 
umn, or  project  one 
and  five-tenths  b  e  - 
yond  its  upper  diame- 
ter. The  height  of 
Q  the  volute  being 

Fig.  11.  twenty,  the  three  fol- 

lowing dimensions  may  be  laid  out  on  the  catheti  below  the  aba- 
cus; ten  for  the  volute  above  the  eye,  two  and  five-tenths  for  the 
diameter  of  the  eye,  and  seven  and  five-tenths  for  the  lower  part  of 
the  volute.     The  volute  may  then  be  drawn. 

67.  The  spiral  or  volute  is  composed  of  twelve  quarter  circles 
drawn  from  twelve  different  centres,  which  may  be  located  in  the 
following  manner.  Having  established,  on  a  vertical  line  called 
the  "cathetus,"  the  height  of  the  volute,  twenty  parts,  it  is  divided 
into  eight  equal  portions.  The  divisions  are  marked  1,  2,  3,  4,  5, 
6,  7  and  8,  commencing  at   the  lower   edge.     Mark   the  middle 
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of  the  simce  included  between  the  points  3  and  4,  and  draw 
through  this  central  point  a  horizontal  line.  Taking  this  same 
point  for  the  center,  draw  with  a  radius  of  one-half  part,  a  circle 
which  will  be  the  eye  of  the  volute.  This  eye  is  shown  enlarged 
in  Fig.  11.  Divide  into  tw^o  equal  parts  the  two  radii  of  the  eye 
which  coincide  with  the  cathetus,  C-D  giving  the  points  1  and 
4,  and  here  construct  a  square  of  1,2,  3,  and  4,  in  the  direction  in 
which  the  mass  of  the  volute  is  to  be  drawn,  in  this  case  on  the 
left  of  the  cathetus.  The  side  of  this  sq^uare  which  coincides  with 
the  cathetus  being  divided  into  six  equal  parts,  the  other  two 
squares  — five,  six,  seven,  eight,  and  nine,  ten,  eleven,  twelve — may 
be  drawn.  In  this  manner  are  obtained  twelve  center  points  at 
the  corners  of  the  squares,  numbered  from  1  to  12  from  which  are 
drawn  the  twelve  quarter  circles  that  constitute  the  exterior  spiral. 
Horizontal  and  vertical  lines  from  these  twelve  centres  determine 
the  limits  of  the  twelve  quarter  circles. 

68.  In  order  to  trace  the  second  spiral  which  forms  the  inner 
edge  of  the  fillet  of  the  volute,  divide  into  three  parts  on  the  cath- 
etus (Plate  X)  the  space  included  between  the  first  and  the  second 
revolution,  that  is  to  say,  the  distance  between  the  points  six  and 
eight.  One-third  of  this  distance  6-8  will  be  the  width  of  the  fil- 
let. To  find  the  twelve  centers  for  the  second  spiral,  draw  three 
new  squares  of  which  the  height  and  position  are  determined  by 
dividing  into  thirds  the  space  between  the  squares  of  the  first 
spiral  so  that  the  new  square  1 ' ,  2 ' ,  3 ' ,  4 ' ,  (Fig,  11)  shall  be  within 
the  square  1,  2,  3,  4,  by  just  ^  the  distance  from  1  to  5  and  from 
4  to  8.  The  new  squares  5',  6',  7',  8',  and  9',  10',  11',  12',  will 
have  corresponding  relations  to  squares  5,  6,  7,  8,  and  9,  10,  11,  12, 
respectively.  From  the  points  1'  to  12'  inclusive,  the  second 
spiral  may  be  drawn  in  the  same  manner  as  the  first. 

69.  For  the  outer  fillet,  which  appears  below  the  abacus  and 
beyond  the  cathetus,  (Plate  X)  find  four  center  points  by  construct- 
ing a  new  square  larger  than  the  square  1,  2,  3,  4,  (Fig.  11).  This 
is  determined  by  taking  on  the  cathetus  C-D,  half  of  the  distance 
from  the  point  1  to  the  point  1 ' ,  and  measuring  this  distance  out- 
side of  the  point  1  to  the  point  1",  from  which  2",  3",  4",  etc., 
can  be  readily  drawn. 

70.  The  space  included  between  the  lower  part  of  the  abacus 
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and.  the  first  complete  revolution  of  the  volute  forms  a  flat  band 
which  ties  together  the  two  volute  faces  of  the  capital,  and  this  band 
is  set  back  two  and  five-tenths  from  the  projection  of  the  abacus. 
(See  section  through  side  of  capital.)  The  fillet  disappears  in  this 
face  by  a  quarter  of  a  circle  drawn  from  the  point  six  on  the  cath- 
etus.  The  space  between  the  lower  line  of  this  face  and  the  hori- 
zontal line  passing  through  the  center  of  the  volute  eye  is  taken 
up  by  a  quarter-round  drawn  with  a  radius  of  six  and  projecting 
four  and  five-tenths  from  the  face  of  the  volutes  or  eight  from  the 
outside  of  the  shaft,  as  may  be  seen  at  B  in  the  section  on  the 
right  of  the  drawing  of  the  "Side  of  the  Capital."  This  moulding 
follows  the  circular  plan  of  the  shaft  and  is  ordinarily  decorated 
with  eggs  and  darts.  Below  this  quarter-round  is  found  an  astra- 
gal which  unites  the  capital  with  the  shaft;  this  astragal  is  three 
and  five-tenths  parts  in  height,  of  which  two  and  five-tenths  are 
for  the  bead  and  one  for  the  fillet,  the  projection  is  two  and  five- 
tenths  of  which  one  and  five-tenths  is  for  the  bead,  and  one  for  the 
cong6. 

71.  The  side  face  of  the  capital,  called  the  "roll,"  unites  the 
volutes  of  the  two  faces.  It  is  forty-six  parts  in  width  and  is 
divided  in  the  center  by  a  sunken  band  of  six  (or  seven)  parts  in 
width  which  is  ornamented  with  two  bead  mouldings  of  two  parts 
each  spaced  one  part  apart.  The  height  of  this  band  below  the 
abacus  is  fourteen,  as  shown  in  the  section;  the  sxjace  included 
between  it  and  the  return  or  inner  edge  of  the  face  of  the  volute  is 
sixteen  or  sixteen  and  five-tenths.  This  part  is  bell-shaped,  and 
its  outline  is  obtained  on  the  side  of  the  capital  as  follows; 
Having  prolonged  the  horizontal  line  marking  the  lowest  point 
of  the  volutes,  find  on  it  two  points,  the  one,  two  and  five- 
tenths  from  the  band  at  the  center,  the  other  five  and  five-tenths 
from  the  inner  edge  of  the  volute,  and  here  erect  two  perpendicu- 
lars; on  the  first  of  which  mark  heights  of  four  and  five-tenths, 
and  of  eight  and  five-tenths,  and  on  the  second  three  and  five- 
tenths,  and  nine  and  five-tenths.  Four  points  a^  h,  g  and  d  will 
be  obtained  by  this  means  through  which  the  curves  may  be 
readily  drawn. 

The  section  of  the  roll  may  be  drawn  thus:  Draw  the  profile 
of  the  abacus  and  of  the  astragal.     Then  draw  the  exterior  contour 
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of  the  volute  as  far  as  its  intersection  with  the  line  of  the  shaft,  by 
establishing  the  cathetns  and  the  first  three  points  of  the  squares 
1,  2,  3,  and  1",  2",  3"  in  the  eye.  Draw  a  horizontal  line  ef  mark- 
ing the  height  of  the  center  of  the  roll,  fourteen  parts  below  the 
abacus,  and  another  horizontal  three  parts  higher  up.  On  the 
latter  horizontal  fix  a  point  h  six  and  five-tenths  from  the  edge  of 
the  volute;  from  this  point,  with  a  radius  of  three,  a  semi-circum- 
ference may  be  drawn  whose  intersection  with  the  horizontal  k 
gives  the  center  of  the  second  arc  of  the  section,  which  may  be 
drawn  with  a  radius  of  six.  Then  continue  the  lower  line  of  the 
abacus  and  mark  a  point  o  three  and  five-tenths  beyond  its  pro- 
jection; this  is  the  center  of  a  third  arc  of  the  circle  which  may  be 
drawn  with  a  radius  of  seven. 

72.  The  principal  figure  of  this  plate  (X)  is  the  plan  of  the 
capital,  which  shows  the  horizontal  form  and  the  disposition  of  the 
rolls,  as  well  as  the  combination  of  the  circular  mouldings  with  the 
square  mass  of  the  capital. 

73.  The  Ionic  capital  is  generally  enriched  with  carved  orna- 
ments, the  quarter-round  is  carved  with  eggs  and  darts,  the  bead  of 
the  astragal  is  carved  with  bead  and  reel  ornaments  and  the  roll  is 
carved  with  leaves,  more  or  less  detailed,  while  a  rosette  is  fre- 
quently carved  in  the  circle  forming  the  eye  of  the  volute. 

74.  The  channels  of  the  Ionic  column  differ  from  those  of  the 
Doric  in  the  fillets  which  separate  them;  they  are  shown  in  this 
plate  to  be  twenty  in  number,  and  the  width  of  the  fillet  is  equal 
to  one-third  of  the  width  of  the  channel,  so  that,  after  having 
divided  the  circumference  of  the  shaft  into  twenty  equal  parts, 
each  of  these  is  divided  into  eight,  two  of  these  eight  parts  being 
given  to  the  fillet  and  six  to  the  channel. 

The  plan  of  each  channel  is  drawn  from  a  center  placed 
at  a  distance  of  ^ne  part  outside  of  the  circumference  of  the  shaft, 
as  is  shown  in  the  i^late.     (Plate  X.) 

75.  The  number  of  flutings  of  the  Ionic  shaft  is  frequently 
twenty-four  instead  of  twenty,  as  here  shown.  In  the  attempt 
to  differentiate  between  the  Ionic  and  Corinthian  capitals  it  is 
often  desirable  to  allot  a  smaller  number  of  flutings  to  the  Ionic 
shaft.  When  this  order  is  used  at  a  small  scale,  it  is  very  proper 
that  the  channels  should  be  few  in  number,  so  as  not  to  complicate 
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the  carving.  For  use  in  wood,  however,  twenty-four  channels,  with 
their  centers  placed  on  the  line  of  the  column  circumference,  are 
preferable,  as  they  are  sharper,  more  effective  and  better  accord 
with  the  accepted  number  of  seven  flutings  for  the  pilaster  shaft. 
The  flutings  as  shown  in  plan  on  Plate  X  are  very  shallow  and 
do  not  "teir'  as  much  as  should  be  expected  of  this  method  of 
ornamenting  the  column.  It  is  therefore  suggested  that  in  actual 
practice  the  method  and  number  of  flutings  shown  on  the  plan  of 
the  Corinthian  shaft,  Plate  XIX,  be  also  employed  on  the  Ionic. 

76.  The  cornice  of  the  Ionic  order  (Plate  XI)  is  less  compli- 
cated than  that  of  the  Doric,  having,  with  the  exception  of  the 
dentils,  none  but  horizontal  divisions.  The  cornice  is  forty  parts 
in  height  and  its  projection  is  equal  to  its  height. 

Certain  of  the  mouldings  are  carved  with  the  leaf  and  tongue,  the 
egg  and  dart,  and  the  bead  and  reel,  the  perpendicular  divisions  of 
which  correspond  to  the  axes  of  the  dentils,  which  in  turn  correspond 
to  the  axes  of  the  columns.  The  frieze  is  thirty  parts  in  height  and 
undecorated;  the  architrave  is  the  same  height  as  the  frieze,  and 
is  composed  of  three  bands  or  fascias  and  a  crowning  moulding. 
The  band  which  rests  on  the  capital  is  six  in  height  and  its  face  is 
plumb  with  the  upper  diameter  of  the  column  and  with  the  frieze ; 
the  second  band  is  seven  parts  in  height  and  projects  one  part 
beyond  the  lower;  between  the  second  and  third  bands  occurs  a 
cyma-reversa  two  parts  high;  this  third  band  has  a  projection  of 
one  and  five-tenths  beyond  the  second.  The  assemblage  of  mould- 
ings crowning  the  architrave  is  composed  of  a  bead  moulding  of 
one  and  five-tenths  parts,  and  a  cyma-reversa  of  three,  crowned  by 
a  listel  of  two  and  five-tenths.  The  projection  of  these  mouldings 
beyond  the  third  band  is  three  and  five-tenths,  so  that  the  extreme 
projection  of  the  architrave  is  six. 

77.  The  base  of  the  Ionic  order  (Plate  XII)  is  twenty-three 
and  five-tenths  parts  in  height;  it  is  composed  of  a  plinth  of  eight, 
a  first  torus  of  six,  a  fillet  of  one  and  five-tenths,  a  scotia  of  three, 
a  second  fillet  of  one,  and  a  second  torus  of  four.  The  projection 
of  the  base,  including  the  cong6  of  the  shaft,  is  eight,  of  which  two 
is  the  projection  of  the  cong6.  This  is  shown  on  the  enlarged 
section  of  the  pedestal  and  column  base  at  the  left. 
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78.  The  cymatium  or  cap  of  the  i^edestal  is  fourteen  in  height, 
divided  as  follows:  a  fillet,  one  and  five-tenths,  cyma-recta,  two 
and  five-tenths,  surmounted  by  a  small  fillet  of  five-tenths,  a  corona 
of  five  and  five-tenths,  a  cyma-reversa  of  two,  and  a  listel  of  two. 
The  projection  of  the  cap  from  the  plinth  of  the  column  base  and 
the  die  of  the  pedestal  is  nine,  of  which  two  parts  are  for  the  cyma- 
reversa  and  listel,  and  three  and  five-tenths  for  the  corona  in 
which  is  cut  a  small  drip.    The  base  of  the  pedestal  is  forty-five  in 
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height  divided  thus:  first  i^linth,  twenty-five;  second  plinth,  ten; 
torus,  three  and  five-tenths;  fillet,  one;  cyma-reversa,  four;  ujjper 
fillet,  one  and  five-tenths.  The  projection  of  the  base  is  eight,  of 
which  one  is  for  the  conge,  four  for  the  cyma-reversa,  two  for  the 
torus,  and  one  for  the  first  plinth. 

79.     The  impost  is  twenty-three  parts  high  and  is  sub-divided 
as  follows:   astragal  three;  frieze  six  and  five-tenths;  fillet  one; 
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cjuarttT  round,  two  and  five-tenths;  corona,  six;  cyma-reversa,  two; 
listel,  two.  The  projection  of  the  imi^ost  is  eight;  two  for  the 
cynia  and  listel,  three  for  the  corona,  and  three  for  the  qiiarter- 
round  and  fillet.  The  archivolt  is  twenty-five  in  width  composed  of 
a  first  band  of  seven,  a  cyma  of  two,  a  second  band  of  nine,  a  bead  of 
one  and  five-tenths,  a  cyma  of  three,  and  a  listel  of  two  and  five- 
tenths.  The  projection  of  the  archivolt  is  five,  of  which  one  and 
five-tenths  is  for  the  projection  of  the  second  band  beyond  the  first, 
one  for  the  bead,  and  two  and  five-tenths  for  the  cyma  and  its  fillet. 


'"!> 

f >2--5- 

-  --1 

[ 

_KJ^ 

^1   — 

L 

I     ^ 


Fig.  13. 

80.  The  relation  of  Ionic  colmnn  taper  to  pilaster  taper 
(Fig.  12)  is  as  follows:  The  lower  diameter  of  the  Ionic  column  is 
forty-five,  and  its  ujDper  diameter  thirty-nine,  the  difference 
is  six,  which,  divided  into  three  parts,  as  in  the  Doric  order,  gives 
for  the  lower  width  of  the  pilaster  forty-three,  and  for  the  upper 
w^idth  forty-one.  The  projections  of  the  bases  differ  only  in  the 
cong6  of  the  shaft  which  measures  three  for  the  pilaster  and  tw^o 
for  the  column. 

The  disposition  of  the  capital  is  the  same  for  the  pilaster  as 
for  the  column  so  far  as  the  volutes  are  concerned,  the  catheti  being 
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the  same  distance  (forty-two  parts)  from  each  other.  It  may  be 
noticed  only  in  the  plan  of  the  capital  of  the  pilaster,  that  the 
outer  edge  of  the  quarter-round  forms  an  arc  of  a  circle  drawn 
with  a  radius  of  thirty-five,while  the  astragal  is  rectangular  in  plan 
like  the  face  of  the  j)ilaster,  and,  running  between  the  volutes,  con- 
nects them  wdth  one  another. 

81.  In  Fig.  13  will  be  found  a  drawing  of  the  Ionic  console. 
Sometimes  one  of  these  consoles  is  placed  at  the  crown  of  an  arch 
intersecting  the  archivolt.  The  sides  of  such  a  console  radiate 
from  the  center  of  the  arch;  the  stone  on  which  the  console  is 
carved  is  called  the  "key"  of  the  arch  or  the  "keystone." 

THE  CORINTHIAN  ORDER. 

82  The  Corinthian  is  an  elaborately  formal  and  dignified 
Order,  and  all  the  details  which  enter  into  its  composition  will 
bear  analyzing  with  the  greatest  possible  care. 

83.  The  Corinthian  capital  (Plate  XVII)  is  in  form  similar 
to  a  cylindrical  vase  covered  by  an  abacus  with  hollowed  sides  and 
with  corners  cut  at  an  angle  of  forty-five  degrees,  in  plan  with  the 
sides  of  the  square  containing  the  abacus.  Against  this  vase  or 
"bell"  are  x^laced  two  rows  of  leaves  whose  heads  are  curved. 
The  first  row,  which  is  applied  directly  above  the  astragal  of  the 
shaft,  is  composed  of  eight  leaves;  these  are  called  the  small 
leaves.  From  the  intervals  between  these  small  leaves  arise  the 
stems  of  the  second  row  of  leaves  which  are  larger.  Between 
these  large  leaves  and  just  over  the  centers  of  the  small  ones,  eight 
stems  arise,  from  which  develop  eight  other  leaves  which,  divided 
into  two  parts,  recurve  above  the  large  leaves  at  the  corners 
of  the  abacus  and  at  the  center  of  each  of  its  faces.  ThesQ 
leaves,  which  are  very  much  distorted,  are  called  caulicoli.  From 
these  caulicoli  arise  sixteen  volutes  of  which  eight  large  ones 
unroll  in  pairs,  back  to  back,  under  the  corners  of  the  abacus, 
and  eight  small  ones,  also  in  pairs,  extend  towards  the  centers 
of  the  four  sides  of  the  abacus.  Among  the  small  volutes 
next  to  the  bell  is  placed  an  ornament  which  is  called  the 
floweret,  and  above  this,  against  the  mouldings  of  the  abacus, 
is  a  rosette. 
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84.  The  small  leaf,  Plate  XVI,  is  placed  on  a  vertical  axis 
against  the  vase  in  such  a  manner  that  the  base  rests  on  the 
astragal  and  its  face  corresponds  to  the  face  of  the  shaft,  so  that, 
the  leaves  being  one  part  thick  at  the  bottom,  the  vase  of  the  capi- 
tal must  be  two  parts  smaller  than  the  column  at  the  neck. 

The  sweep  of  the  leaf  has  a  projection  of  six  from  the  base 
and  forms  a  delicately  curved  profile  the  shape  of  which  may 
easily  be  determined  from  the  plate.  The  squares  represent  a 
unit  of  two  x^arts  in  all  cases. 

The  developed  width  of  the  leaf  is  equal  to  its  height,  thirteen 
parts.  It  is  represented  in  front  elevation,  half  developed  to  its 
full  height,  and  half  in  its  recurved  position  as  it  is  placed  on  the 
capital.  The  developed  half  shows  the  under  part  of  the  curved 
toij;  it  may  be  seen  that  a  perpendicular  axis  divides  the  leaf  into 
two  perfectly  symmetrical  halves,  each  halt  being  divided  into  four 
divisions  which  themselves  are  sub-divided — the  topmost  and  lowest 
ones  into  four  pointed  lobes,  the  two  others  into  five. 

Notice  that  in  order  to  present  the  ordinary  profile  above  the 
astragal,  the  leaf  preserves  its  entire  mass  in  the  lower  part  for 
a  small  distance  above  the  base. 

85.  The  large  leaf,  (Plate  XV)  which  grows  from  above  the 
astragal,  in  the  small  space  between  two  of  the  smaller  leaves, 
(s(^e  Plate  XVII)  projects  nine  parts  beyond  the  upper  diameter  of 
the  shaft.  Its  details  are  in  almost  every  particular  similar  to 
those  of  the  small  leaf. 

86.  The  stems  of  the  caulicoli  (Plate  XVI)  are  channeled 
batons  or  staves  each  crowned  by  a  calix  from  which  the  distorted 
leaf  or  caulicolus  springs  (Plates  XV  and  XVI.) 

87.  It  may  be  noticed  that  in  the  direct  elevation  (Plate  XVI) 
the  enrollments  of  the  volute  are  arranged  in  the  form  of  a  cork- 
screw, and  the  section  shows  the  manner  in  which  their  faces  are 
hollowed  out.  The  floweret  (Plate  XV)  is  seen  only  in  direct  ele- 
vation in  the  general  plate,  being  attached  to  the  vase  on  the  axis 
of  each  space  between  the  smaller  volutes.  It  is  shown  separately 
on  this  plate,  with  a  horizontal  section. 

88.  This  same  plate  shows  the  detail  of  a  rosette  having  six 
divisions,  in  the  center  of  which  is  found  a  slug  whose  tail  is 
turned  upward. 
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89.  The  upper  part  of  the  Corinthian  capital  is  a  drum  in  the 
form  of  a  bell  whose  upper  edge  is  decorated  with  a  curved  mould- 
ing called  the  lip.  The  bell  is  forty  parts  in  height;  its  lower 
diameter  (directly  above  the  astragal  of  the  column)  is  thirty-four, 
— two  parts  less  than  the  neck  of  the  column, — and  its  upper 
diameter  at  the  edge  of  the  lip  is  forty-four.  This  difference  of 
diameter  forms  a  section  or  outline  starting  at  the  astragal  and 
extending  in  a  delicate  curve  up  to  the  edge  of  the  lip. 

It  is  against  this  vase  or  bell  that  all  the  ornaments  that  have 
been  detailed  are  attached.  In  order  to  draw  each  one  in  its 
own  place  in  the  general  elevation — after  having  made  the  section, 
or  profile,  of  the  bell,  with  the  astragal  of  the  shaft — mark  on  a  ver- 
tical line  the  height  of  the  small  leaf,  thirteen  parts;  above  this 
the  height  of  the  large  leaf,  twelve;  then  the  distance  above  the 
large  leaves  up  to  the  volute,  six;  next  mark  the  height  of  the 
turn-over  of  the  small  and  the  large  leaves,  four;  and  the  turn- 
over of  the  caulicoli,  three  and  five-tenths.  Through  all  these  dif- 
ferent points  draw  horizontal  lines  across  the  width  of  the  bell. 
All  the  projections  are  figured  from  verticals  erected  from  the  face 
of  the  column  above  the  astragal.  The  small  leaf  projects  six,  the 
large  one  nine,  the  leaf  of  the  caulicolus  fifteen  and  five-tenths, 
and  the  volute  seventeen. 

90.  In  order  to  draw  the  elevation  of  the  Corinthian  capital 
it  is  necessary  to  consider  first  its  outline  as  a  section,  and 
to  lay  out  carefully,  in  plan,  the  arrangement  of  its  leaf  ornaments, 
as  shown  in  Plate  XVII.  By  means  of  this  section  and  plan,  the 
elevation  may  be  exactly  determined,  after  the  individual  parts, 
with  their  arrangement,  are  thoroughly  understood. 

91.  The  capital  of  the  jDilaster  is  composed  of  the  same  ele- 
ments as  that  of  the  column;  but  as  the  plan  of  the  jjilaster  is 
square  the  forms  are  slightly  different;  thus  the  vase,  which  is 
scj^uare  at  its  base  above  the  astragal,  has  convex  faces;  each  face 
of  the  vase  has  two  small  leaves  square  in  plan,  and  centering  on 
j)erx3endiculars  at  a  distance  of  nine  from  the  center  line.  Larger 
leaves  are  X)laced  in  the  center  of  each  face  and  at  each  angle. 
The  abacus  and  other  details  are  exactly  similar  to  those  of  the 
capital  of  the  column. 

92.  The  Corinthian  architrave  (Plate  XVIII)  is  thirty  parts 
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ill  lu'ight  and  divided  into  three  bands;  the  first,  five  and  five- 
tenths;  second,  six  and  five-tenths;  and  the  third,  seven  and  five- 
tenths.  Between  the  first  and  the  second  there  is  a  bead  of  one; 
between  the  second  and  the  third,  a  cyma  of  two;  above  the  third 
face  there  is  a  bead  of  one  and  five-tenths;  cyma-reversa,  three 
and  five-tenths;  and  a  fillet,  two  and  five-tenths.  The  total  pro- 
jection of  the  architrave  from  the  frieze  is  five  and  five-tenths. 

93.  The  frieze  has  the  same  height  as  the  architrave, 
and  is  terminated  against  the  cornice  by  an  astragal  of  ont^ 
and  five-tenths,  of  which  five-tenths  is  for  the  fillet  and  one  tor 
the  bead. 

94.  The  Corinthian  cornice  has  a  total  height  of  forty  parts 
and  its  projection  is  equal  to  its  height.  It  is  divided  thus:  first, 
a  cyma  of  three;  second,  a  flat  band  of  six  and  five-tenths,  against 
which  is  placed  a  row  of  dentils  five  and  five-tenths  deep;  third,  an 
astragal  one  and  five-tenths;  fourth,  a  quarter-round  three  and 
five-tenths;  fifth,  a  flat  band  of  seven,  against  which  are  placed 
modillions  six  and  five-tenths  parts  deep;  sixth,  a  cyma  of  one 
and  five-tenths  which  is  mitred  around  the  modillions  and  which 
crowns  them;  seventh,  a  corona  of  seven;  eighth,  a  cyma  of  one  and 
fiv(^-tenths;  ninth,  a  fillet  of  one;  tenth,  a  cyma-recta  of  five,  and 
a  fillet  of  two  and  five-tenths. 

The  total  projection  of  forty  is  divided  as  follows:  four  parts 
for  the  cyma,  four  for  the  dentils,  five  for  the  astragal,  the  quarter- 
roimd,  and  the  flat  band  of  the  modillions;  eighteen  for  the  modil- 
lions up  to  the  lower  angle  of  the  cjnna;  one  for  the  cyma  reversa; 
one  for  the  corona ;  two  for  the  upper  cyma  and  its  listel ;  and  five 
for  the  cyma-recta. 

95.  The  cornice  of  the  Corinthian  order  is  distinguished  by 
the  consoles  which  support  the  corona  and  which  are  called  modil- 
lions. The  modillion  is  composed  of  two  volutes  or  spirals  similar 
to  the  keystone  which  we  have  already  analyzed  in  Fig.  16,  but 
while  in  the  keystone  the  large  spiral  is  found  at  the  highest  part, 
in  the  console  it  is  at  the  back  and  attached  to  the  face  of  the 
cornice. 

The  lower  side  of  the  modillion  is  covered  by  an  ornamented 
leaf,  whose  head  curves  back  against  the  smaller  volute.  The  gen- 
eral proportions  and  curves  of  this  leaf  are  indicated  in  Plate 
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XVIII.  In  practice,  the  console  is  drawn  free-hand  after  laying 
out  the  general  X3roi3ortions. 

The  modillions  are  nine  parts  in  width  and  are  spaced  seven- 
teen and  five-tenths  apart  or  twenty-six  and  five-tenths  from 
center  to  center;  the  dentils  are  four  parts  wide  and  are  two  apart. 
Against  the  cyma-recta  very  frequently  is  placed  a  row  of  masks  in 
the  form  of  lions'  heads'  to  serve  as  water  spouts.  These  masks 
occur  over  the  center  of  the  modillions. 

The  soffit  of  the  corona  is  ornamented  between  the  modillions, 
with  panels  containing  rosettes.    (Fig.  14.) 
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Fig.  U. 

96.  The  base  of  the  Corinthian  Order  (Plate  XIX)  is  com- 
posed of  a  plinth,  two  torus  mouldings,  and  two  scotias  separated 
by  a  double  bead.  Its  total  height  is  twenty-three,  of  which  seven 
and  five-tenths  is  for  the  plinth ;  five  and  five-tenths  for  the  first 
torus;  one  for  the  fillet;  one  and  five-tenths  for  the  first  scotia; 
two  for  the  beads  and  their  annulets ;  one  and  five-tenths  for  the 
second  scotia;  five-tenths  for  its  listel;  and  three  and  five- tenths 
for  the  second  torus. 

The  total  projection  of  the  base  is  eight;  in  this  is  included 
the  conge  of  the  column  whose  projection  is  one  and  five-tenths. 

97.  The  cap  of  the  pedestal  is  twenty  parts  in  height  divided 
among  an  astragal  of  two,  a  small  frieze  of  five  and  five-tenths, 
second  astragal  of  two,  a  cyma-recta  of  two  and  five-tenths,  corona 
of  five,  a  cyma-reversa  of  one  and  seven-tenths,  and  a  fillet  of  one 
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and  three-tenths.     The  total  projection  of  the  cap  from  the  die  of 
tlie  ijodestal  is  eight. 

The  base  of  the  pedestal  is  forty  parts  in  height;  it  is  com- 
ixjsed  of  a  first  plinth  of  twenty-four,  a  second  plinth  of  six,  a 
torus  of  three  and  five-tenths,  a  reversed  cyma-recta  of  three  and 
five-tenths,  with  a  fillet  of  one,  a  bead  one  and  five-tenths,  with  a 
fillet  of  five-tenths.  The  total  i^rojection  is  seven  and  five-tenths, 
of  which  one  is  for  the  first  plinth. 
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Fig.  15. 

98.  The  impost  is  twenty  parts  in  height  and  is  composed  of 
an  astragal  of  two;  frieze,  five  and  five-tenths;  fillet,  five-tenths; 
bead,  one;  quarter-round,  two  and  five-tenths;  corona,  five;  cyma- 
re versa,  two;  and  listel,  one  and  five-tenths. 

The  total  i)rojection  of  the  impost  is  seven,  but  for  the  arches 
between  which  a  column  with  a  pedestal  is  used,  there  is  a  greater 
projection  of  the  corona  of  the  impost.  In  this  case  the  impost 
projection  is  eisrht. 
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99.  The  archivolt  is  composed  of  three  fascias,  a  bead  and 
(quarter-round  with  a  fillet,  and  a  cyma-reversa  with  fillet.  Its 
width  is  twenty-two  ijarts;  the  first  fascia  four;  bead  one;  second 
fascia  five;  fillet  five-tenths;  quarter-round  one  and  five-tenths; 
third  fascia  six  and  five-tenths;  cyma  two;  and  fillet  one  and  five- 
tenths.     The  total  i^rojection  is  four. 


CORINTHIAN-  KEY-  CON<S  OLE 


Fig.  16. 

100.  The  channels  of  the  Corinthian  column  are  twenty-four 
in  number.  The  width  of  the  fillet  which  separates  them  is  one- 
third  of  the  channel  width.  The  width  of  a  pier  of  the  arcade  is 
equal  to  the  width  of  a  column  plus  two  arch i volts  which  is  eighty- 
four  i)arts. 

101.  The  Corinthian  pilaster  and  column  relation  is  shown 
in  Fig.  15:  the  pilaster  width  at  the  base  is  thirty-nine;  at  the 
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Fig.  17. 


height  of  the  capital  it  is  thirty-seven. 
The  width  of  tlie  pilaster  differs  from 
the  diameter  of  the  colimiu,  being  one 
part  less  at  the  base  and  one  more  at 
the  height  of  the  capital.  The  base  of 
the  pilaster  projects  eight  and  five- 
tenths  so  that  the  total  width  may  be 
equal  to  that  at  the  base  of  the  column. 
The  width  of  the  abacus  of  the  pilaster 
capital  is  equal  to  that  of  the  capital 
of  the  column. 

102.  When  the  pilaster  is  chan- 
neled, there  is  formed  at  each  angle  a 
bead  of  one  part  and  the  remaining 
width  is  divided  into  twenty-nine  equal 
spaces  which  in  turn  are  divided  into 
seven  channels  of  three  spaces,  and 
eight  fillets  of  one  space  each.  The 
siunmits  and  the  bases  of  the  channels 
correspond  to  the  starting  point  of 
the  conges. 

This  rule  for  fluting  of  columns 
and  pilasters  is  also  applicable  to  the 
Ionic  Order. 

103.  The  drawing  of  the  keystone 
console  of  the  Corinthian  arch  as  shown 
in  Fig.  16  is  a  little  different  from 
that  of  the  Ionic  Order,  but  is  drawn 
in  accordance  with  the  same  rules. 

THE  COMPOSITE  ORDER. 

104.  The  Composite  capital  (Fig. 
17)  is  a  mixture  of  elements  of  the 
Ionic  and  Corinthian  capitals.  Its 
forms  and  general  proportions  are  like 
those  of  the  Corinthian  Order.  There 
are  two  banks  of  leaves  placed  as  in 
the  Corinthian,  but  the  upper  part  is 
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in  the  form  of  an  Ionic  capital  whose  volutes  are  placed  on  the  angles. 

105.  The  general  proportions  of  the  Comjjosite  entablature 
are  the  same  as  those  of  the  Corinthian,  but  their  details  are  appre- 
ciably different  iii  the  cornice,  where  the  modillions  are  replaced 
by  a  sort  ot  double  mutule  having  two  fascias. 

106.  We  have  now  arrived  at  the  close  of  the  analysis  of  all 
the  details  which  enter  into  the  composition  of  the  three  Orders  of 
Classical  Architecture,  and  it  will  be  advisable  to  take  up  briefly 
the  consideration  of  their  use  in  relation  to  each  other,  especially 
in  regard  to  the  principles  governing  their  intercolumniation  and 
superposition. 

INTERCOLUMNIATION. 

107.  Intercolumniation  is  the  spacing  of  columns  in  the 
clear,  especially  of  columns  arranged  in  the  form  of  a  colonnade. 
When  a  figured  dimension  refers  to  the  spacing  it  is  invariably 
one  diameter  less  than  the  distance  from  center  to  center  of 
cohunns. 

108.  Superposition  has  reference  to  the  use  of  the  orders  in 
two  or  more  stories,  when  certain  general  princix^les  always  ajojaly, 
as  will  be  shown. 

109.  A  colonnade  is  a  row  of  columns  spaced  regularly  and 
connected  by  an  entablature.  The  space  which  separates  these 
columns  is  called  the  intercolumniation.  When  the  colonnade  is 
composed  of  two  or  more  rows  of  columns  and  the  space  which 
they  enclose  is  covered  and  serves  as  a  covered  porch  or  entrance 
to  a  building,  this  porch  is  called  a  portico,  and  it  is  often  crowned 
with  a  gable  or  pediment  above  the  columns.  Usually  one  side  of 
a  portico  is  closed  by  a  wall,  and  sometimes  three  sides  are  so 
closed;  in  such  a  case  the  columns  at  the  angles  are  replaced  by 
pilasters  to  which  the  side  walls  are  attached.  Pilasters  which  are 
emx^loyed  in  this  manner  are  called  antae,  and  a  portico  of  this 
kind  is  a  portico  "in  antis."  The  term  "antae"  is  more  generally 
employed  in  Greek  work  and  the  term  "pilaster"  is  used  in  Roman 
architecture. 

110.  When  the  portico  is  employed  as  a  jjorch  in  fi-otit  of  an 
edifice,  the  columns  are  generally  of  an  even  nmnber,  and  the 
spaces  of  uneven  number,  in  order  to  have  a  space  in  the  center 
opposite  the  door- way  of  the  building.     Even  when  an  entrance  is 
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not  placed  behind  the  center  of  a  colonnade  it  is  considered  in  bet- 
ter taste  to  place  the  columns  or  arches  so  that  a  support  does  not 
come  in  the  center  of  any  such  arrangement.  When  a  pediment 
is  placed  over  colmnns  this  rule  is  even  more  strictly  followed. 
Occasionally,  usage  determines  that  the  intercolumniations  of  a 
lx)rtico  shall  be  unequal  so  that  the  central  opening  may  be  wider 
than  the  others,  in  order  that  the  approach  to  the  entrance  to  the 
building  may  be  more  ample. 

111.  The  intercolumniation  of  the  Roman  Doric  order  is 
determined  more  or  less  by  the  fact  that  the  columns  are  invaria- 
bly placed  directly  under  the  triglyphs.  It  will  be  found  difficult 
to  space   two   columns    under  two    adjacent    triglyphs,   because 
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Fig.  18. 
the  bases  and  caps  of  the  columns  will  overlap  each  other. 
Still,  they  may  be  so  placed  by  enlarging  the  spaces  between 
the  triglyphs  or  reducing  the  projection  of  the  cap  and  base,  or 
both.  It  is  not  often  that  circumstances  would  justify  such  an 
alteration  in  the  order  to  effect  a  close  spacing  of  columns. 
"When  the  columns  are  set  under  alternate  trigljTphs  they  are 
spaced  about  two  and  one-half  diameters  on  centers.  The  inter- 
columniation is  then  one  and  one-half  diameters,  or  as  it  is 
termed  '-monotriglyiahic"  or  "pycnostyle,"  (Fig.  18).  The  width  of 
the  intercolumniations  (spaces  between  columns)  of  a  portico  should 
seldom  be  less  than  one  and  one-half  times  the  diameter  of  the 
column,  and  in  old  work  it  will  rarely  be  found  to  exceed  two  and 
one-half  diameters.     In  modern  practice  as  in  exceptional  cases  in 
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ancient  work,  this  spacing  is,  however,  exceeded.  When  two  trig- 
lyphs  occur  over  the  opening  between  the  columns  the  intercolum- 
niation  is  about  two  and  three-fourths  diameters,  and  is  called 
"ditriglyphic."  Too  great  an  intercolumniation  produces  a  bad  effect 
in  all  the  orders.  However,  when  the  order  is  executed  in  wood  a 
much  wider  spacing  is  often  employed. 

112.  In  the  spacing  of  columns  other  than  in  Doric  Order 
there  is  no  such  special  requirement  as  to  the  location  of  the 
column  under  any  particular  part  of  the  entablature,  although 
where  modillions  or  brackets  are  used  they  should  be  so  spaced  as 
to  come  over  the  axes  of  the  columns.  Such  modillions  or  brackets 
are,  however,  easily  varied  slightly  in  spacing  or.  location,  so  that  the 
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Fig.  19. 

system  of  intercolumniation  in  any  other  than  the  Doric  Order  is 
generally  determined  only  by  the  diameter  and  height  of  the 
columns  themselves.  Columns  are  referred  to  as  "coupled"  when 
they  are  so  placed  that  the  bases  or  caps  just  avoid  touching.  This 
would  space  them  about  one-third  to  one-half  their  diameter  apart, 
which  is  the  least  spacing  that  the  outline  of  the  column  itself  will 
allow.  The  various  spacings  of  columns  are  generally  ternu>d 
coupled,  pycnostyle,  systyle,  eustyle,  diastyle,  and  aroeostyle 
according  as  they  are  placed  close  together  or  are  separated  by  1, 
li,  2,  2J,  3  or  4  diameters.   (Fig.  19.)     The  spacing  of  the  coupled 
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columns  we  have  already  explained.  The  pycnostyle  intercolumni- 
ation  varies  from  one  and  one-quarter  to  one  and  one-half  diam- 
eters. The  systyle  intercolumniation  has  two  diameters  which  in 
modern  work  would  often  seem  too  little.  The  eustyle  has  two 
and  one-quarter  diameters  between  the  colmnns;  or,  as  is  some- 
times preferred  in  modern  practice,  two  and  one-third  diameters  as 
in  the  Ionic  and  Corinthian  orders.  This  corresponds  more  exactly 
to  the  customary  spacing  of  dentils  and  modillions. 

113.  Closer  intercolumniations  are  generally  used  on  monu- 
mental work  of  large  scale,  while  that  of  a  more  domestic  character 
requires  a  wider  spacing  of  columns  for  practical  utilitarian  x^ur- 
poses.  During  the  Renaissance,  the  custom  of  placing  columns  in 
couples  and  taking  each  couple  as  a  unit  for  working  out  the 
colonnade,  was  first  adopted  and  has  since,  especially  in  France, 
been  much  employed.  In  modern  practice  the  columns  are  placed 
less  by  rule  than  to  satisfy  the  eye  and  the  judgment  of  the 
designer.  It  must  be  remembered,  however,  that  the  axes  of 
the  columns  must  always  be  in  accord  with  certain  members  of  the 
entablature  above,  such  as  the  triglyphs,  dentils,  or  modillions,  and 
also  that,  under  a  pediment,  the  columns  themselves  should  be 
even  in  number. 

114.  A  portico  forming  the  front  facade  of  an  edifice,  when 
there  are  not  more  than  seven  intercolumniations,  may  be  crowned 
by  a  triangular  gable  or  pediment  which  forms  the  roof  of  tht 
porch. 

115.  A  pediment  is  placed  above  the  cornice  of  the  entabla- 
ture and  is  formed  by  two  sloping  cornices  which  are  joined  at  the 
angles  to  the  horizontal  cornice.  The  crowning  cyma-recta  or 
cavetto  follows  the  sloping  cornice  and  is  omitted  from  the  hori- 
zontal cornice  below  the  face  of  the  pediment.  The  triangular 
face  which  is  found  between  the  three  cornices  corresponds  in 
plane  with  the  frieze  of  the  entablature  and  is  called  the  "tympa- 
num" of  the  pediment. 

The  height  of  a  pediment  is  determined  as  follows.  In  Fig.  20 
let  A  be  the  point  in  which  the  axis  of  the  pediment  intersects  the 
highest  line  of  the  horizontal  cornice.  With  this  point  as  a  center 
and  with  a  radius  equal  to  one-half  the  width  of  the  pediment,  draw 
a  semi-circle  below  the  pediment  as  shown  in  the  figure.     This 
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semi-circle  intersects  the  axis  of  the  pediment  at  the  point  B. 
With  B  as  a  center  and  with  a  radins  equal  to  the  distance  from  B 
to  C  (the  extreme  outside  j^oint  of  the  horizontal  cornice)  draw  an 
arc  above  the  cornice.  The  point  D,  in  which  this  arc  intersects 
the  axis,  will  be  the  highest  point  or  "peak"  of  the  i^ediment.  Draw 
the  lines  DC  and  DE  and  the  outline  of  the  pediment  will  be 
complete. 


In  plate  XXXIII  is  represented  a  portico  of  the  Ionic  Order 
with  three  intercolumniations  which  fomis  the  front  of  an  edifice 
intended  for  a  hall  or  temple.  The  j)laii  is  a  i^arallelogram  of 
which  the  front  or  portico  occupies  one  of  the  smaller  sides. 

SUPERPOSITION  OF  THE  ORDERS. 

116.  The  principles  governing  superposition,  or  the  use  of 
orders  one  above  the  other,  as  we  find  them  in  many  of  the  Roman 
and  Renaissance  buildings,  is  that  the  natural  method  is  followed 
in  placing  a  lighter  and  apparently  more  delicate  order  above  one 
of  greater  strength.  For  instance,  the  Tuscan  should  never  be 
other  than  the  lowest  order,  and  the  Doric  should  be  placed  above 
this.  As  we  have  already  seen,  however,  the  Tuscan  Order  may 
better  be  omitted  and  the  Doric  Order  may  be  placed  in  the  lowest 
story  with  the  Ionic  and  Corinthian  above  in  the  order  named. 
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FOUNTAIN  OF  MOLIERE,  PARIS,  FRANCE 

Erected  In  1844  to  the  Memory  of  the  Celebrated  Poet,  Moliere,  who  Died  in  1673  in  a  House 
Located  near  the  Site  of  the  Fountain.  The  Statue  of  Moliere,  Above,  is  by  Seurre.  The 
Lower  Statues,  Representing  Serious  Comedy  and  Light  Comedy,  are  by  Pradier. 


Colleonl-Porto  Palace,  Viceuza,  Italy;  Andrea  Palladio,  Architect. 
A  fienalssance  example  of  the  placing  of  an  Order  above  an  arcatjLe. 
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Uc'tail  i>f  Courtyard,  Borgbese  Palace,  Rome;  Martiuo  Longhi,  Architect. 
Showini;  Renaissance  superposition  of  arches  resting  on  coupled  columns. 
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117.  It  sometimes  happens  that  the  same  order  is  employed 
in  two  different  stories,  in  which  case  the  upper  example  should  he 
more  slender  and  of  less  diameter  than  that  below.  This  rule 
holds  good  for  any  superposition  of  the  orders.  Usually  the  base 
diameter  of  the  shaft  above  is  the  same  as  the  diameter  at  the 
neck  of  the  shaft  below.  In  section,  or  in  side  elevation,  it  is  the 
practice  to  make  each  order  recede  slightly  from  the  face  of 
the  one  below.  In  other  words,  the  base  or  square  i)linth  beneath 
the  column  in  the  upper  story  should  be  plumb  with  the  face 
of  the  frieze  of  the  order  of  the  story  below.  This  gives  an 
appearance  of  stability  which  is  quite  appreciable  and  prevents 
the  upper  orders  from  seeming  to  overpower  and  overweigh  the 
orders  below. 

118.  If  columns  are  coupled  and  set  exactly  over  each  other, 
there  is  slight  tendency  for  the  space  between  the  columns  in  the 
upper  story  to  seem  too  wide.  This  may  be  avoided  by  taking  the 
center  line  of  the  space  between  the  lowest  couple  and  then  draw 
the  columns  in  toward  each  other  on  each  successive  story;  keep- 
ing them  in  the  same  relation  to  each  other  and  equally  spaced 
on  each  side  of  the  center  line. 

119.  Facades  of  edifices  of  two  stories  sometimes  have  an 
order  occupying  the  whole  height  of  the  upper  story,  the  lower 
story  being  treated  as  a  pedestal  for  this  order.  An  example  of 
this  combination  is  seen  in  Fig.  21.  The  lower  story  or  ground 
floor,  raised  on  three  steps,  is  composed  of  an  arcade  crowned  by 
an  entablature  to  which  may  be  applied  the  details  of  the  Tuscan 
order.  Above  this  entablature  is  a  Tuscan  or  a  Doric  order  with 
arches  whose  axes  correspond  to  those  of  the  lower  arches.  This 
order  is  raised  on  a  double  plinth  which  forms  the  base  of  the 
arcade. 

120.  The  use  of  an  order  in  the  upper  story  of  a  two-storied 
facade  ofPers  few  difficulties  and  generally  produces  a  good  effect; 
the  proportional  height  of  the  base  to  the  order  which  surmounts 
it  depends  entirely  on  the  height  of  the  stories.  In  this  plate  the 
height  of  the  ground  story  of  the  facade  has  been  assumed  to  be 
six  entablatures  of  the  second-story  order. 

121.  The  succeeding  plates  otfer  an  opportunity  to  study  tlie 
various  methods  and  combinations  in  which  columns  attached  to  a 
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wall,  and  called  "engaged  columns,"  are  used.  Such  columns  were 
much  employed  by  the  ancient  Romans  in  a  manner  which  modern 
architects  have  frequently  imitated.  The  engaged  columns  form  a 
projecting  part  that  in  certain  instances  adds  greatly  to  the  per- 
spective effect  of  a  facade,  and  sometimes  serves  also  as  an  addi- 
tional support ;  but  in  many  instances  pilasters  would  be  preferable, 
especially  on  the  angles  of  a  building.  The  columns  are  generally 
engaged  in  the  walls  for  from  one-third  to  one-quarter  of  their 
diameter. 

122.  The  Romans  have  also  left  famous  examples  of  super- 
position of  the  orders  in  the  facades  of  their  theatres  and  amphi- 
theatres, although  such  a  combination  is  not  considered  as  effec- 
tive as  an  order  superposed  on  an  arcade,  as  in  Fig.  21. 

123.  It  has  been  explained  that  the  lower  order  in  a  superpo- 
sition should  be  a  little  larger  than  the  one  next  above  it.  In 
Fig.  22  the  height  of  the  upper  columns  is  three  entablatures 
seventy-five  parts  of  the  lower  order,  whose  columns  are  four  entab- 
latures in  height  (as  is  shown  by  the  figures  at  the  left-hand 
margin). 

The  same  rules  have  been  observed  in  the  two  exercises 
that  follow.  The  Ionic  order,  placed  above  the  Doric  in  Fig.  23  is 
a  little  smaller  than  the  Doric;  the  height  of  the  column  being  but 
three  Ens  seventy-five  parts  of  the  lower  order.  The  Corinthian 
column  placed  on  the  Ionic  in  Fig.  24  has  but  three  Ens  seventy 
parts  of  the  height  of  the  Ionic.  This  will  give  in  each  instance 
for  the  column  of  the  uj)per  order  a  lower  diameter  that  is  substan- 
tially the  same  as  the  upper  diameter  of  the  column  over  which  it 
is  placed.  At  the  same  time  the  height  of  the  second  story,  as 
well  as  the  arches  and  column  there  used,  is  reduced  projiortion- 
ally,  unless  the  column  shafts  be  attenuated  beyond  the  rule  here 
employed 

124.  Taking  the  height  of  three  entablatures  and  seventy-five 
parts  of  the  first  story  order,  for  the  total  height  of  the  columns  in 
the  second-story  order  in  Fig.  22  by  re-dividing  that  height  into 
four  parts,  it  is  easy  to  ascertain  the  height  of  the  second-story 
entablature  in  relation  to  the  column  with  which  it  is  used. 

125.  In  elevation  it  will  be  seen  that  the  piers  of  the 
second  story  (Fig.  22)  are  not  as  wide  as  those  of  the  story  below, 
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Detail  of  courtyard  fagade,  showing  Renaissance  use  of  Ionic  over  Doric  Order,  both  being 

of  exceptionally  refined  and  Classic  proportions. 
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by  an  appreciable  amount.  Although  the  figures  given  show  a 
difference  of  only  five  parts,  it  must  be  remembered  that  the  unit 
employed  in  the  upper  order  is  smaller  than  that  used  in  the  lower 
story,  and  therefore  the  difference  is  somewhat  more  than  that 
which  tne  actual  figures  suggest. 

126.  By  referring  to  the  section  (Fig.  22)  it  will  be  seen  that 
in  this  example  the  second-story  column  shaft  at  the  base,  lines 
with  the  frieze  and  column  shaft  at  the  neck  of  the  order  below, 
while  the  second-story  pedestal  and  column  base  project  beyond 
this  line.  This  arrangement  allows  the  center  line  of  the  second- 
story  column  to  be  over  the  center  line  of  the  column  below. 

127.  In  Fig.  23  another  methoa  is  followed;  here  the  face  of 
the  pedestal  or  die  of  the  second-story  order  is  placed  in  plane 
with  the  frieze  and  column  neck  below,  when  it  becomes  impossi- 
ble for  the  center  line  of  the  columns  to  coincide;  there  being,  as 
shown  by  the  dotted  line  in  the  section,  a  difference  of  eight  parts 
between  these  center  lines. 

128.  In  Fig.  24  again,  we  find  that  the  base  of  the  shaft  of 
the  second-story  order  lines  with  the  neck  of  the  shaft  below. 

129.  Where  a  pedestal  is  given  to  a  second-story  super-im- 
posed order,  except  under  exceptional  circumstances,  the  method 
shown  in  Fig.  23  would  probably  be  most  certain  of  making  a 
favorable  impression  upon  the  observer,  although  it  might  be  pos- 
sible that  a  compromise  between  the  methods  shown  in  Figs.  23 
and  24  would  better  solve  the  problem.  Such  a  question  must  be 
decided  by  the  judgment  of  the  designer.  It  might  be  said,  how- 
ever, that  where  the  second-story  column  is  placed  upon  the  entab- 
lature of  the  first-story  order  without  the  interposition  of  a 
pedestal,  the  best  effect  would  invariably  be  obtained  by  directly 
lining — in  section — the  face  of  the  foot  of  the  second-story  column 
shaft  with  the  face  of  the  neck  of  the  shaft  below. 

130.  The  facade  shown  in  Fig.  22  is  composed  of  two  rows  of 
super-imposed  arches,  one  of  the  Tuscan  and  the  other  of  the  Doric 
Order,  each  pier  carrying  on  its  face  an  attached  column  shaft. 

The  Doric  Order  is  raised  on  a  support  forming  a  pedestal 
and  having  a  cap  and  base. 

131.  Fig.  23  is  a  facade  of  two  stories,  with  the  Ionic  Order 
placed  over  the  Doric  Order.     The  columns  arf'  engaged  in  the 
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(A  reproduction  at  small  size  o{  Portfolio  Plate  XXV  ) 


COOK  COUNTY  BUILDING,  CHICAGO,  ILL. 

Holabird  &  Roche,  Architects,  Chicago,  111. 

Building  Completed  in  1907.  Cost,  $5,000,000.  Length,  380  ft.;  Width,  160  ft.;  Height,  204  ft.  Eleven 
Stories,  with  Sub-Basement  Connecting  with  Tunnel  System  and  Electric  Railroad  Service  Underlying 
Business  Portions  of  City.  Walls,  Gray  Vermont  Granite;  Spandrel  Sections,  Green  Terra-Cot ta.  The 
Corinthian  Columns  on  the  Exterior  are  94  ft.  Long  and  9  ft.  in  Diameter.  General  Interior  I'lan  is  that  of 
Letter  E.  Building  Contains  its  Own  Elpctric-Llght  and  Steam-Heating  T'lants.  City  Hall,  Shown  at  Left, 
is  Practically  a  Duplicate  of  the  Old  County  Building  Replaced  by  this  New  Structure,  and  will  Itself  be 
Replaced  by  a  Similar  Building     Photographed  June,  1907,  17  Mouths  after  Excavation  was  Started. 
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Porto  Palace,  Vicenza,  Italy  (1588) ;  Vicenzo  Scamozzi,  Architect. 
A  Renaissance  example  of  the  use  of  Composite  pilasters  over  an  Ionic  colonnade. 
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wall  which  is  pierced  with  arches  between  the  lower  columns, 
and  with  rectangular  windows  between  the  upper  columns.  The 
windows  are  ornamented  with  frames  or  architraves  with  an  outer 
pilaster  finish  carrying  consoles,  the  whole  being  surmounted  by 
an  entablature  with  a  pediment.  The  details  of  these  parts  should 
be  taken  from  the  examples  of  similar  details  shown  in  Plate 
XXVIII. 

The  support  or  pedestal  of  the  Ionic  Order  forms  a  balustrade 
in  the  bay  of  the  window. 

132.  In  Fig.  24  is  shown  a  section  of  a  facade  of  two  stories 
where  the  Ionic  Order  is  used  with  the  Corinthian  above  it.  The 
columns  are  placed  between  arches,  forming  an  arcaded  gallery. 
The  windows  shown  are  found  in  the  wall  at  the  back  of  the  gal- 
lery,  and  the  upper  entablature  is  surmounted  by  a  parapet  wall  or 
balustrade. 

EXAMINATION  PLATES 

133.  The  student  who  has  followed  closely  this  analysis 
with  its  application,  will  have  an  intelligent  knowledge  of  the 
Orders,  and  may  put  his  knowledge  to  practical  use  in  the  exer- 
cises which  follow. 

IN  GENERAL. 

In  laying  out,  from  the  descriptions  and  plates,  the  various 
problems  which  follow,  some  differences  from  the  proportions 
already  given  may  occasionally  be  foimd.  These  differences,  in 
all  cases  attendant  upon  some  ethical  reason  or  principle  of  the 
problem  involved,  must  be  understood  by  the  student  before  he 
attempts  to  apply  the  theoretical  knowledge  of  the  orders  already 
acquired.  Then,  from  the  general  dimensions  given  to  determine 
the  proportions  of  the  problems,  he  will  find  it  possible  to  com- 
plete the  design  by  the  application  of  the  various  details  shown  in 
the  preceding  plates.  These  exercises  require  the  application  of 
what  the  student  has  previously  learned,  to  actual — if  academic — 
problems,  while  they  will  also  serve  to  illustrate  such  details  as 
the  proportions  of  arcades  and  openings,  and  the  spacing  of 
columns  and  of  piers. 

134.  These  exercises  must  be  drawn  out  in  pencil  before  ink- 
ing  in  any  parts  of  the  drawing.     The  plan  is  the  prime  essential 
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and  should  be  first  determined  and  drawn  oiit.  In  starting  a 
drawing,  either  in  i)lan  or  elevation,  the  general  principles  given  in 
paragrai)hs  5,  fi,  9,  10,  and  11  should  be  observed.  The  center  line 
or  axis  must  first  be  established  in  order  to  determine  the  relation 
and  th(>  placing  of  the  drawing  upon  the  paper. 

135.  The  dimension  figures  given  throughout  these  exercises 
may  be  omitted  from  the  drawing;  but  all  the  lettering,  both  large 
and  small,  must  be  included.  The  plate  must  be  signed  and  dated 
in  the  lower  left  or  right-hand  corner,  and  sent  to  the  School  tor 
correction  and  criticism.  The  plates  must  be  taken  up  and  drawn 
out  in  the  order  given  and  the  first  plates  submitted  when  three 
are  completed  in  order  that  the  student  may  profit  by  the  instruc- 
tor's corrections  as  he  progresses  with  his  work. 

The  Examination  for  this  Instruction  Paper  consists  of  fifteen  plates, 
which  should  be  sent  to  the  School  in  six  instalments: 

1st  Instalment  A,  B,  and  C,  4th   Instalment  I,  J,  and  K, 

2nd  "  D  and  E,  5th  "  L  and  M, 

3rd  "  F,  G,  andH,  6th  "  N  and  O. 

Each  Instalment  should  be  sent  as  soon  as  completed. 

The  paper  for  these  plates  should  be  purchased  in  sheets 
22  inches  X  30  inches.  (Imperial  size).  Some  of  the  plates  are 
to  be  11  X  15  inches  (4  of  Imperial  size)  with  border  line  ^  inch 
inside,  making  panel  10  inches  X  14  inches.  Others  are  to  be 
18  X  18  inside  of  border  line,  for  which  use  ^  an  Imperial  sheet; 
while  a  few  will  require  the  whole  sheet  and  should  be  20  inches  X 
28  inches  inside  of  border  lines. 

PLATES  A  AND  B. 

136.  These  exercises  are  shown  in  Fig.  4  and  Plate  II  respec- 
tively. Fig.  4  should  be  drawn  to  the  size  shown  in  the  margin, 
each  imit  representing  one  inch.  Therefore  the  finished  plates 
will  be  10"  X  14"  in  size.  Plate  B  should  be  an  accurate  copy  of 
Plate  II.     Leave  out  dimensions. 

PLATE  C. 

137.  The  sheet  of  mouldings  shown  in  Fig.  5,  is  to  be  redrawn 
on  a  plate  whose  border  line  is  10"  Xl4".  The  names  of  the  mould- 
ings with  the  general  title  of  the  plate  should  be  lettered  in, 
following  as  closely  as  possible  the  model  illustration. 
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PLATE    D. 

138.  Draw  a  plate  to  the  border-line  size  of  10"Xl4"  and 
arrange  after  the  manner  shown  in  Plate  VIII,  assembling  the 
various  details  of  the  Doric  Order  shown  in  Plates  III,  IV,  V  and 
VI,  and  following  the  measurements  for  the  separate  parts  therein 
given.  The  placing  of  these  details  on  the  plate,  with  their  rela- 
tive size,  lettering,  etc.,  is  to  be  as  shown  in  the  model,  Plate  VIII. 
Either  the  Mutular  or  the  Denticular  Order  may  be  drawn  out,  as 
the  student  may  prefer. 

PLATE  E. 

139.  The  Ionic  Order  is  to  be  drawn  and  the  finished  plate  is 
to  correspond  in  appearance  and  arrangement  with  the  model, 
Plate  XIII,  and  is  to  follow  the  construction  and  proportions 
given  in  plates  X,  XI  and  XII. 

PLATE  F. 

140.  The  Corinfhian  Order  is  to  be  drawn  so  as  to  resemble 
the  model,  Plate  XXI,  and  is  to  follow  the  measurements,  propor- 
tions, etc.,  of  Plates  XVII,  XVIII  and  XIX.  Plates  XV  and  XVI 
should  assist  materially  in  understanding  the  method  of  drawing 
the  Corinthian  capital  shown  in  Plate  XVII. 

PLATE  Q. 

141.  The  arched  doorway  of  the  Denticular  Doric  Order,  shown 
blocked  out  in  rough  outline  in  Fig.  25,  is  to  be  drawn  to  follow  the 
general  dimensions,  and  to  include  all  the  details  given  in  the 
plates  of  that  order.  The  border  line  should  be  20x28  inches  in 
size. 

The  width  of  the  archway  is  two  and  one-half  entablatures, 
and  the  columns,  from  center  to  center,  are  three  entablatures  and 
sixty  parts  apart.  The  heights,  and  the  placing  of  the  plan  and 
elevation  on  the  jplate,  will  all  be  easily  ascertained  by  following 
the  inch  units  shown  against  the  border  line,  Fig.  25. 

PLATE  H. 

142.  The  archway  of  the  Ionic  Order  shown  in  Plate  XXII  is 
to  be  redrawn  with  the  same  outline  size  as  in  Plate  G.  Tlie 
width  of  the  Ionic  arch  is  two  and  one-quarter  entablatures,  and 
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Fig.  25. 

its  height  is  equal  to  twice  its  width,  an  accepted  general  rule  for 
proportioning  arches.  The  archway  is  ornamented  with  two  col- 
umns placed  before  pilasters,  which  are  in  turn  set  against  the 
face  of  the  piers. 
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PLAN  OF  HIGH  SCHOOL  BUILDING,  FAIRHAVEN,  MASS. 

Brigham,  Coveney  &  Bisbee,  Architects,  Boston,  Mass. 

Halls  and  Corridors  Lined  with  Miirble  and  Limestone.     Wood  Finish,  Quartered  Oak 
Throughout.    For  Exterior,  See  Preceding  Page. 
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Apply  to  this  exercise  all  the  details  of  the  ijreceding  studies 
in  the  Ionic  Order  and  draw  out,  as  shown  in  this  plate,  the  plan, 
the  half  elevation,  and  the  section. 

PLATE  I. 

143.  As  an  application  of  the  study  of  the  Corinthian  Order, 
draw  out  an  archway  similar  to  that  of  the  Ionic  Order  just 
described.  The  drawing  should  show  a  plan,  section,  and  half 
elevation,  but  should  follow  the  proportions  and  dimensions 
given  in  the  plates  of  the  Corinthian  Order.  The  columns  are 
spaced  about  3  entablatures  and  40  parts  and  the  center  of  the 
arch  i volt  is  occupied  by  a  keystone  ornamented  with  the  console 
shown  in  Fig.  16. 

This  problem  is  exactly  like  the  problem  of  the  arched  door- 
way in  the  Ionic  order  except  for  the  fact  that  the  proportions  and 
details  are  those  of  the  Corinthian  Order.  The  distance  3  En.-40 
from  center  to  center  of  the  columns  is  the  only  dimension  given 
for  this  plate.  The  student  is  expected  to  obtain  all  the  other 
necessary  dimensions  from  his  study  of  the  preceding  plates. 

144.  In  drawing  this  problem,  which  will  be  on  a  smaller 
scale  than  the  Corinthian  Order  i)lates  drawn  before,  the  student 
should  x^ay  particular  attention  to  the  projjortions  of  the  parts. 
Some  little  difficulty  may  be  experienced  in  laying  out  the  smaller 
members.  While  at  such  a  scale  it  may  seem  impracticable  to 
draw  these  members  in  their  true  relative  size,  still,  the  general 
proportions  of  the  details  of  the  order  may  be  clearly  indicated,  if 
carefully  studied  and  drawn.  The  sheet  should  be  20"  X28".  This 
size  is  given  so  that  the  student  will  experience  as  little  difficulty 
as  possible  with  the  smaller  members  and  still  have  the  drawing  of 
a  convenient  size.  Begin  by  drawing  a  vertical  center  line  and  on 
each  side  of  this  lay  oiit  the  center  lines  of  the  columns. 

PLATE  J. 

145.  This  exercise  requires  that  the  student  use  the  Tuscan 
Order  shown  in  Fig.  6,  and  the  details  shown  in  Plate  II.  This 
order  is  required  because  it  will  be  'found  easier  to  use  in  these 
early  problems  on  account  of  the  large  scale  of  the  mouldings  and 
the  few  lines  required  in  their  delineation.     It  is  to  be  drawn  out 
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to  the  size  of  13"  XlS"  and  is  to  follow  iu  appearance  and  arrange- 
ment-, Plate  XXIII.  On  this  j^late  the  plan  is  completely  shown, 
while  the  elevation  is  merely  blocked  out  in  the  rough,  in  order 
that  the  student  in  completing  it  may  have  independent  practice 
in  the  use  of  the  order. 

This  problem  displays  the  inner  comer  of  a  square  or  rectan- 
gular court  yard,  which  is  surrounded  by  an  arcade  composed  of  the 
Tuscan  pilaster  ayid  archway.  The  floor  of  the  gallery  is  raised 
three  steps  of  ntteen  parts  each,  above  the  level  of  the  court. 

146.  The  gallery  is  vaulted  with  semi-circular  vaults;  that 
is,  vaults  whose  form  is  a  semi-circumference.  A  vault  formed 
of  a  semi-circular  arch,  without  penetrations  throughout  its 
whole  length,  is  called  a  barrel  vault.  Two  vaults  of  the  same 
radius  which  intersect  each  other  form  what  is  called  a  groined 
vault,  because  of  the  hips  or  groins  which  mark  their  intersection. 
The  vaults  over  this  gallery  are  barrel  vaults,  which,  by  their  inter- 
sections at  the  angles  as  weU  as  by  the  penetrations  of  the  barrel 
vaults  which  correspond  to  the  arches  of  the  gallery,  form  groined 
vaults.  The  dotted  diagonal  lines  on  the  plan  show  the  groins  of 
the  vaults.  The  width  of  the  gallery  is  two  entablatures  and  forty 
parts,  this  width  being  equal  to  the  distance  between  the  pilasters 
of  the  facade.  The  groined  vaults  are  separated  by  a  sj)ace  of 
fif  ty.five  jDarts,  that  is,  a  distance  equal  to  the  width  of  the  pilaster. 

PLATE  K. 

147.  This  exercise  is  to  be  drawn  out  at  the  same  size  as  the 
one  just  given,  IS^XlS",  and  the  plate  numbered  XXIV  is  to  be 
accurately  copied.  The  subject  of  -this  exercise  is  a  gallery  in 
the  Doric  Order  with  arches,  surrounding  a  court  or  garden.  The 
arches  rest  upon  piers,  decorated  on  their  faces  with  a  couple 
of  pilasters  spaced  under  alternate  triglyphs.  The  space  between 
the  pilasters,  occupied  by  the  arches  of  the  arcade,  is  determined 
by  the  spacing  of  the  triglyphs,  four  of  which  occur  over  the 
arches.  These  pilasters  are  repeated  in  the  interior  of  the  gallery, 
which  is  covered  by  a  flat  ceiling,  supported  by  an  entablature 
whose  details  are  shown  on  the  lower  portion  of  the  plate.  The 
ceiling  over  the  corner  is  separated  from  that  of  the  rest  of  the 
gallery  by  entablatures  and  arches  restir"'  on  pilasters  advancing 
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from  the  faces  of  the  corner  piers.     This  combination  is  shown  in 

dotted  lines  on  the  plan.     The  gallery  arches  are  rejDeated  on  the 

blank  wall  which  encloses  the  gallery.     The  exterior  entablature  is 

surmounted  by  a  plain  parapet  or  balustrade,  as  the  roof  of  the 

gallery  is  fiat  and  would  be  accessible  from  the  second  story  of  the 

edifice. 

PLATE   L. 

148.  This  exercise  is  fully  drawn  out  in  Plate  XXV,  and 
should  be  copied  by  the  student  at  the  same  size  as  the  ones  just 
preceding.  In  this  example  we  have  shown  a  gallery  with  colon- 
nade; no  arches  being  employed  in  the  problem. 

Here  we  have  another  possible  treatment  for  a  gallery  sur- 
sounding  a  court  or  garden.  It  is  that  of  a  portico  or  colonnade, 
with  a  flat  ceiling,  the  angles  being  strengthened  by  square  piers, 
against  each  face  of  which  a  half  pilaster  is  placed.  This  causes 
two  pilasters  to  occur  in  line  with  the  columns,  and  the  other  two 
to  face  toward  the  interior  of  the  gallery,  with  two  other  half  pilas- 
ters projecting  from  the  surrounding  walls,  oi)posite  them.  The 
architrave  of  the  connecting  entablature  forms  a  soffit  between 
them,  as  the  dotted  lines  of  the  j)lan  indicate. 

149.  The  surrounding  walls  are  pierced  by  doors  on  the 
longitudinal  axes  of  the  gallery.  These  doors  are  surrounded  by 
moulded  architraves  and  crowned  by  entablatures  or  door  caps.  A 
wainscot,  or  dado,  is  formed  by  a  string  course  ornamented  with  a 
Vitruvian  scroll  or  wave  (this  is  the  term  applied  to  the  ornament 
whose  detail  is  given  on  this  x)late  at  E).  A  j)linth,  or  base,  corre- 
sponding in  height  to  the  base  of  the  column,  runs  around  the 
walls ;  its  crowning  moulding  being  formed  of  the  fillet  and  bead 
of  the  column  base.  The  astragal  of  the  capitals  also  continues 
around  the  walls,  which,  in  addition,  are  decorated  with  panels 
intended  to  receive  mural  paintings.  The  flat  ceiling,  or  soffit,  of 
this  gallery  is  similar  to  that  of  the  preceding  exercise  and  is  sup- 
Xoorted  or  surrounded  by  the  same  entablature.  The  sloping  roof 
is  formed  of  sheets  of  zinc  or  lead  corresponding  in  width  to 
the  spacing  of  the  triglyphs,  and  with  lips  or  rolls  formed  by  tlie 
interlocking  edges  of  the  sheets.  On  the  same  axis  with  each  lip  is 
an  antcfis  placed  above  the  cornice,  and  shown  in  detail  at  F  on  this 
plate.    In  the  cornice  is  formed  a  gutter  for  the  removal  of  rainwater. 
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PLATE  M. 
150.  The  student  is  required  to  design  an  arcade  and  gallery 
using  the  Ionic  Order.  This  gallery  is  to  be  similar  in  treatment 
to  the  one  shown  in  Plate  XXIII,  where  the  Tuscan  Order 
is  employed.  The  plan  of  this  gallery  is  shown  in  Fig. 
26,  while  a  perspective  sketch  of  the  spring  of  the  arches  on 
an  interior  angle  is  shown  in  Fig.  27.  On  the  plan  is  indi- 
cated  in   dotted    lines   the    form   of     the    arching    ceiling    over 
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Fig.  26. 

this  gallery.  It  is  simply  described  as  a  barrel  vault  with 
the  penetration  from  each  side  of  arches  of  a  less  height  and 
radius.  The  perspective  sketch  shows  the  method  of  treating  the 
impost  moulding  on  the  interior,  breaking  it  around  the  various 
pilasters  forming  the  corner  XDier.  On  the  exterior,  the  entablature 
is  crowned  by  a  balustrade  composed  of  balusters  similar  to  those 
shown  in  Plate  XXXIV.  The  plan  will  give  the  width  of  the 
arched  openings  which,  as  we  have  already  seen  in  other  examples 
of  the  Ionic  Order,  are  in  height  twice  their  width.  This  will 
determine  all  the  remaining  proportions  of  the  exercise,  which  is 
to  be  drawn  of  the  same  dimensions  as  the  preceding  plates, 
13x18  inches. 
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PLATE  N. 

151.  lu  Plate  XXVI  the  Corinthian  Order  is  used  for 
ornamenting  the  final  or  crowning  story  of  a  Campanile  or  classic 
belfry.  This  problem  is  simply  that  of  the  arch  placed  between 
columns,  which  we  have  already  seen  in  Plate  I;  the  entabla- 
ture being  crowned  with  a  pediment  and  such  other  modifications 
being  made  as  the  problem  suggests.  The  student  is  required 
to  draw  out   this    plate  at  the    same    size  as   those    preceding, 


Fig.  27. 

13"  X 18",  or  if  he  desires  he  may  substitute  the  Ionic  Order  and 
adapt  its  proportions  and  details  to  the  same  plan. 

This  upper  portion  of  a  Campanile  may  belong  to  a  church,  a 
city  hall,  or  any  other  important  edifice.  The  four  facades  are  the 
same ;  each  is  composed  of  an  arch  flanked  by  two  pilasters,  carry- 
ing an  entablature,  a  pediment,  and  a  parapet.  Each  facade  makes 
a  projection  from  the  mass  of  the  tower.  The  four  pediments 
penetrate  the  plain  parapet  which  will,  in  turn,  be  surmounted  by 
a  roof  or  cupola.  The  interior  is  covered  by  a  dome  with  penden- 
tives  (see  paragraphs  157-158). 

PLATE  O. 

152.  Plate  O  is  shown  in  Plate  XXVII.  This  exercise 
requires  merely  the  application  of  the  arch  and  column  of  an 
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arched  doorway  of  the  Tuscan  Order  to  an  actual  problem :  in  this 
instance,  arbitrarally  termed  a  "guard  house,"  the  student  is 
required  to  arrange  his  drawing  on  a  sheet  of  the  same  size  as  in 
the  previous  example,  and  as  shown  in  this  plate.  The  plan  and 
details  being  given,  he  must  draw  out  the  elevation. 

153.  The  central  part  of  the  plan  in  this  exercise  is  a  porch, 
with  arches,  giving  access  by  three  doors  to  rooms  placed  on  each 
side  of  the  entrance,  and  to  a  hall  or  larger  room  at  the  rear. 

154.  We  have  called  this  i^roblem  a  guard-house,  because  the 
disposition  of  the  jolan  and  the  architectural  character  of  the 
facade  are  well  adapted  to  a  x3roblem  of  this  character.  The  edi- 
fice may  be  completed  by  adding  to  its  deiDth  two  pilasters  or 
bays  on  each  side,  two  entablatures  and  seventy  parts  (2  En.  70) 
apart  from  axis  to  axis ;  and  in  this  way  the  lateral  facade  would 
be  composed  of  three  bays  between  pilasters,  with  an  o^oening 
in  each  bay;  the  j)art  added  to  the  plan  forms  a  large  hall  to  which 
the  door  placed  at  the  back  of  the  i^orch  gives  access.  This  hall 
would  then  be  lighted  laterally  by  two  windows  on  each  side.  The 
princix)al  facade  has  a  j)rojection  formed  by  two  columns  placed 
on  pedestals  and  backed  by  two  pilasters. 

All  the  unanalyzed  or  new  details  of  the  Tuscan  Order  used  in 
this  exercise  are  shown  at  a  larger  scale  on  this  plate.  The 
interior  entablature  of  this  problem  is  the  same  as  the  exterior. 

This  concludes  the  required  Examination;  the  remaining  plates  are 
given  as  a  guide  for  students  desiring  to  do  further  work  by  themselves. 

PLATE    P. 

155.  The  entrance  pavilion  in  the  Ionic  Order,  shown  in 
Plate  XXVIII,  is  a  problem  similar  to  the  one  that  has  just  been 
taken  wp.  The  student  is  required  to  reproduce  this  plate  at  the 
large  size  to  which  he  has  already  drawn  Plate  O,  with  border  line 
of  13x18  inches. 

The  small  edifice  is  such  as  might  be  used  at  the  entrance  to 
certain  public  buildings,  its  jolan — the  same  as  that  of  the  guard 
house — being  composed  of  a  x)orch  with  a  room  upon  either  side. 
One  of  these  rooms  might  be  the  lodge  for  a  porter,  the  other 
might  be  a  ticket  office.  One  quarter  of  the  plan  only  is  given  as 
the  arrangement  is  the  same  on  the  other  sides  of  the  axes. 
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PLATE  XXXT. 
(A  reproduction  at  small  Kize  of  Portfolio  Plate  XXXI.) 


PLATE  XXXII. 
(A  reproduction  at  small  size  of  Portfolio  Plate  XXXII.J 
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156.  The  front  is  composed  of  three  divisions  separated  by 
columns  or  pilasters.  In  the  center  is  the  archway  of  the  porch 
and  at  each  side  is  a  window  whose  sill  is  supported  by  consoles, 
and  surmounting  the  outside  frame  are  consoles  of  a  different  char- 
acter which  support  the  cornice  and  pediment.  These  details  are 
shown  in  A,  B  and  C  on  this  plate.  The  same  details  may  be 
applied  to  the  door  of  the  porch. 

The  windows  at  the  side  are  similar  to  those  on  the  principal 
elevation.  The  entablature  is  surmounted  by  a  balustrade  divided 
by  pedestals  carrying  vases;  the  details  of  these  balusters  and  of 
the  vases  are  shown  on  this  plate. 

157.  The  porch  is  square  in  plan  but  has  a  ceiling  or  "cupola" 
in  the  form  of  a  dome  or  spherical  vault;  that  is,  the  ceiling  has 
the  shape  of  a  segment  of  a 
sphere,  whose  radius  is  2-En  and 
20  parts,  as  shown  in  the  sectional 
elevation  in  Plate  XXVIII.  This 
kind  of  ceiling  requires  exxDlan- 
ation.  The  ceiling  must  be  sup- 
ported on  the  walls  of  the  porch, 
which  is  square  in  plan,  but  the 
domical  ceiling  is  circular  in 
plan;  therefore  a  horizontal  sec- 
tion of  the  porch  at  the  point  where  the  walls  end  and  the  ceiling 
begins  will  show  a  square  for  the  section  of  the  walls  and  a  circle 
for  the  section  of  the  ceiling.  These  two  geometrical  figures  must 
be  joined  in  some  way  so  that  the  walls  will  support  the  ceiling 
and  the  ceiling  cover  all  the  space  enclosed  by  the  walls. 

Whenever  a  square  space  is  to  be  covered  by  a  dome,  the  semi- 
diagonal  of  the  square  may  be  taken  as  the  radius  for  the  circle 
which  forms  the  base  or  springing  line  of  the  dome.  Fig.  28  shows 
at  A  B  C  D  such  a  square  and  circle.  If  the  four  walls  which 
form  the  sides  of  the  square  building  are  now  continm^d  upward, 
they  will  cut  into  the  spherical  segment  whose  base  is  represented 
by  the  circle,  since  this  circle  overhangs  the  square  on  all  four 
sides.  The  figures  cut  from  the  domical  surface  by  the  walls  will 
be  segments  of  circles, — the  intersection  of  a  plane  with  a  segment 
of  a  sphere.   These  segments  of  circles  are  shown  in  plate  XXVIII 
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as  the  semi-circular  arches  of  radius  1-En  and  50  parts,  which  cover 
the  doorways.  A  horizontal  section  taken  through  the  dome  at  the 
elevation  of  the  crowns  of  these  circular  segments  will  show  a 
circle  which  (in  plan)  will  be  inscribed  in  the  square  formed  by  the 
four  walls,  as  shown  by  the  smaller  circle  EFGH  in  Fig.  27. 
This  circle  is  also  shown  dotted  in  the  plan  in  Plate  XXVIII. 

The  spherical  surface  which  forms  the  ceiling  of  the  porch  has 
now  been  cut  into,  first  by  the  four  walls  as  they  are  continued 
upward  from  the  springing  line  (A  B  C  D)  of  the  dome,  and  second. 
by  a  horizontal  plane  (EFGH)  passing  through  the  crowns  of 
the  four  arches  cut  from  the  sphere  by  the  walls.  All  that  is  left 
of  the  spherical  surface  is  a  triangular  segment  E  D  H  in  each 
corner.  This  portion  of  the  ceiling  is  called  the  pendentive.  In 
Plate  XXVIII  an  elevation  of  the  pendentive  is  shown  at  P. 

158.  The  horizontal  plane  at  the  crowns  of  the  arches  cuts 
out  from  the  spherical  surface  a  circle  (E  F  G  H),  which  may  now 
be  covered  over  by  a  dome,  or  segment  of  a  sphere,  which  may 
spring  directly  from  it.  In  Plate  XXVIII  this  circle  is  represented 
in  elevation  by  the  first  horizontal  line  of  mouldings  above  the 
arches.  In  this  particular  case,  the  domical  ceiling  or  cupola  does 
not  spring  directly  from  this  circle  but  a  small  cylindrical  band,  or 
entablature,  is  built  up  above  it  for  a  height  of  90  parts,  from  the 
top  of  which  the  ceiling  springs. 

PLATE  Q. 

159.  The  subject  of  this  exercise  (Plate  XXIX)  is  a  com- 
memorative chapel  of  the  Denticular  Doric  Order,  and  is  to  be 
drawn  at  the  size  indicated — 13"Xl8".  This  is  the  first  of  three 
exercises  where  a  dome  plays  an  important  part  in  the  exterior 
effect  of  an  edifice.  In  any  study,  in  elevation,  of  a  building 
employing  a  dome  or  cylindrical  story,  it  must  be  remembered 
that,  in  perspective,  that  portion  which  is  circular  in  plan  looks 
considerably  smaller  with  reference  to  the  square  base  from  which 
it  springs,  than  it  does  in  any  elevation, — on  account  of  the  differ- 
ence in  plan  between  a  square,  and  a  circle  which  is  contained 
within  such  a  square; — in  other  words,  the  circle  remains  of  the 
same  diameter  if  seen  from  any  point;  while  an  object  square  in 
plan,  seen  from  any  other  position  than  in  direct  elevation,  has  its 
width  considerably  increased  by  the  projecting  corners. 
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160.  The  plan  of  the  chai^el  is  a  square,  having  on  the  side 
of  the  principal  facade,  a  projection  formed  by  two  columns 
placed  upon  pedestals  and  enclosing  an  arch  whose  proportions  are 
like  those  of  Fig.  25,  this  projection  being  crowned  by  a  joediment. 
The  opi^osite  side  has  a  semi-circular  projection,  in  which  is  located 
a  niche  in  which  the  altar  may  be  jDlaced. 

161.  The  entablature  surrounds  the  entire  building,  but  the 
triglyphs  are  found  only  beneath  the  projecting  pediment  of  the 
main  facade.  The  building  itself  is  surmounted  by  a  low  attic  in 
the  form  of  a  plain  parapet,  above  which  are  two  steps  forming  a 
base  for  the  domical  roof. 

162.  The  interior  of  the  chapel  is  a  square  with  its  floor 
raised  three  steps  above  the  exterior  level.  In  the  corners  are 
pilasters  forty  parts  in  width  and  fifteen  in  projection ;  these  pilas- 
ters, and  also  the  entablature  which  surmounts  them,  are  repetitions 
of  the  exterior  order.    The  ceiling  is  a  semi-circular  vault  or  dome. 

163.  At  the  side  of  the  facade  is  indicated  the  commencement 
of  a  retaining  wall,  with  a  grille,  which  might  be  continued  to 
enclose  a  plot  of  land. 

PLATE  R. 

164.  Exercise  R  is  a  circular  temple  (Plate  XXX,  and  plan 
Fig.  29)  w4th  a  pedimented  porch  or  portico,  showing  the  use  of 
the  order  set  upon  a  dado  around  the  interior  walls.  The  ceiling 
is  domical,  with  an  opening  in  the  center,  and  is  ornamented  on 
the  under  side  by  a  series  of  recessed  panels  called  caissons  or 
cofPers.  This  plate,  like  the  one  preceding,  is  to  be  drawn  at  the 
size  of  13x18  inches. 

165.  Plate  XXX  shows  an  Ionic  portico  or  porch  attached  to 
an  edifice  circular  in  form.  The  circular  hall  is  six  entablatures 
twenty  parts  in  diameter,  and  the  thickness  of  the  wall  is  fifty  X3arts. 
The  perimeter  of  the  hall  is  divided  by  pilasters  of  a  smaller  order 
than  that  on  the  exterior  into  twelve  bays,  as  shown  in  the  plan  in 
Fig.  29.  The  difference  in  size  is  due  to  the  pedestal,  ninety  parts 
in  height,  on  which  the  pilasters  are  placed. 

The  scale  for  this  interior  order  is  obtained  by  dividing  the 
total  height  of  the  pilaster  and  its  entablature  into  five  parts  (each 
part  representing  one  entablature  of  the  interior  order). 
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166.  This  circular  hall  is  covered  by  a  spherical  cupola  or 
dome,  divided  into  caissons  or  cofPers,  the  drawing  of  v>'hich  consti- 
tutes the  most  interesting  part  of  this  exercise;  it  will  therefore 
be  explained  as  clearly  as  possible.   It  is  illustrated  on  Plate  XXX. 

167.  The  projection  of  the  interior  pilasters  being  ten  parts 
(at  the  scale  of  that  order)  from  the  face  of  the  wall,  the  interior 
diameter  of  the  springing  of  the  cupola  is  six  entablatures.  Draw 
a  half  plan  of  the  cupola,  dividing  its  circumference  into  twelve 
equal  parts  and  then  draw  the  radii;  lay  off  on  each  one  of  these 
radii,  outside  the  circumference,  the  profile  of  a  rib  and  the  two 
coffers  one  on  each  side  of  the  rib,  each  eighteen  parts  wide,  and 
the  two  coffers  seven  parts  each  and  three  parts  in  depth.  Next 
draw  in  on  the  plan  two  semi-circles,  one  of  three  entablatures  and 
three  parts  radius,  the  other  of  three  entablatures  six  parts  radius. 
Having  thus  established  the  whole  profile  of  the  springing  of  the 
cupola,  draw  from  each  division  a  radius  to  the  center;  then  show 
above  this  plan,  centering  on  the  same  axis,  the  section  of  the 
cupola,  whose  center  will  be  found  forty  parts  below  the  first  hori- 
zontal course.  This  height  of  forty  i^arts  forms  a  cong6  with  an 
astragal  above  the  cornice.  The  cupola  is  divided  into  five  rows 
of  caissons  whose  height  is  relative  to  their  width.  Notice  that 
the  first  band  above  the  astragal  is  fifteen  wide;  draw  the  vertical 
line  from  the  point  A  (section)  to  the  point  A  (plan);  draw  the 
quarter  circle  A  which  intersects  at  E  and  F  the  lines  of  the  rib. 
Take  from  the  plan  the  width  EF  and  lay  it  off  from  A  to  B  along 
the  curve  on  the  section,  thus  obtaining  the  height  of  the  first  row 
of  caissons.  From  the  j)oint  B  (section)  draw  a  vertical  to  the 
(plan)  and  draw  the  quarter  circle  through  B '  in  plan  intersecting 
the  radii  at  G  and  H.  This  distance  (G  H)  laid  off  along  the 
curve  from  B  to  C  shows  the  width  of  the  second  horizontal 
band.  Now  project  the  point  C  (section)  to  C  (i3lan)  and  draw 
the  quarter  circle  C  on  which  CD'  will  give  the  height  of  the 
second  row  of  caissons  which  will  be  laid  off  from  C  to  D  along 
the  curve  in  the  section.  Continue  this  operation  up  to  the  fifth 
row  of  caissons.  As  to  the  widths  of  the  coffers,  they  are  found  on 
the  pLm  of  each  row  of  caissons  and  consequently  diminish  gradu- 
ally with  them.  The  profile  of  the  caissons  is  formed  in  the 
section  in  this  way  and  their  location  is  found  in  plan.     From 
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PLATE  XXXIII. 
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each  angle  of  the  profile  of  the  caisson  draw  a  horizontal  line 
through  the  section;  this  will  give  the  horizontal  lines  on  which  all 
the  iDoints  of  intersection  will  be  found  in  projecting  the  verticals 
from  the  corresponding  points  in  the  plan.  Thus,  from  the  jjoint 
I  (i^lan)  which  is  found  on  the  upper  line  of  the  topmost  row  of 
caissons,  draw  a  vertical  up  to  the  point  I  (section)  which  is  on 
the  corresponding  line  in  the  section;  from  the  point  J  (plan), 
which  is  found  on  the  lower  line  of  the  same  row  of  caissons,  draw 
a  vertical  to  the  point  J  (section).  Thus  the  circle  I  (plan)  is  rep- 
resented in  the  section  by  the  horizontal  line  I;  the  circle  J,  in 
the  plan,  by  the  horizontal  J  in  section,  the  circles  K,  L,  M,  and 
N  in  plan  by  the  horizontals  K,  L,  M,  and  N  of  the  section.  The 
points  of  intersection  of  the  radiating  ribs  in  plan  with  the  circu- 
lar segment  I,  should  be  projected  vertically  to  the  horizontal  I  in 
the  section.  Those  of  the  circle  J,  to  the  horizontal  J;  those  of 
the  circles  K,  L,  M,  and  N,  to  the  corresponding  horizontals  in  the 
section.  In  this  manner  on  each  horizontal  of  the  section,  are 
found  the  points  by  means  of  which  the  curves  of  the  bands  may 
be  drawn. 

168.  To  draw  the  elevations  of  the  stones  of  the  circular  part, 
it  is  necessary  to  show  their  location  in  plan,  and,  starting  from  the 
semi-pilaster  which  forms  the  junction  of  the  portico  with  the  cir- 
cular walls,  the  stones  are  of  the  same  length  as  those  of  the  straight 
wall  at  the  back  of  the  jportico.  For  the  dentils  of  the  circular 
cornice,  the  divisions  in  plan  must  also  be  made.  The  plan  of 
this  temple  is  shown  in  Fig.  29. 

PLATE  S. 

169.  In  Plate  XXXI  is  shown  a  temple  that  is  entirely  circu- 
lar in  plan  and  surrounded  by  a  circular  colonnade  of  Corin- 
thian columns.  The  ceiling  of  the  domed  interior  is  similar  to 
that  of  the  building  shown  in  Plate  XXX,  while  the  ceiling  of  the 
narrow  porch  outside  the  wall  of  the  building  is  ornamented  with 
coffers  or  panels,  as  is  shown  on  the  plan  below.  This  temple  is 
also  to  be  drawn  out  to  the  size  of  13  X 18  inches. 

170.  The  axis  of  the  colonnade  is  a  circle  of  a  radius  of  three 
entablatures  and  twenty  parts,  this  circle  being  dividinl  into  twenty 
equal  parts  which  give  the  spacing  of  the  columns.     The  width  of 
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the  portico,  from  the  axis  of  the  columns  to  the  circuhir  wall  which 
is  thirty  parts  thick,  is  one  En.  The  colonnade  is  raised  on  a 
circular  platform  reached  by  seven  steps,  while  the  floor  of  the 
hall  is  raised  one  step  above  this  level.     The  entrance  to  this  hall 
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is  a  doorway  two  entablatures  seventy-nine  parts  in  height  by  one 
entablature  and  twenty  parts  in  width.  Half  of  the  plan  shows 
the  arrangement  of  the  columns  and  shows  that  their  capitals  are 
placed  square  with  the  radii  which  pass  through  the  columns.  It 
will  be  necessary  in  drawing  an  elevation,  to  draw  the  j)lan  of  all 
the  capitals  since  each  one  is  seen  in  a  different  position,  and  it  is 
only  by  means  of  the  plan  that  the  position  of  the  details  which 
make  up  the  capital  can  be  determined.  Notice  that  the  plinths 
of  the  bases,  which,  up  to  the  present  time  have  been  square  in 
plan,  are  here  circular  because  their  corners  would  partially  block 
up  the  spaces  between  the  columns.  The  other  quarter  of  the  plan 
shows  the  disx)osition  of  the  ceiling  of  the  portico,  the  soffit  of  the 
exterior  cornice,  and  the  caissons  of  the  cupola. 

171.  The  celling  of  the  ijortico  rests  upon  a  small  cornice  and 
is  divided  into  panels,  which  correspond  to  the  columns  and  the 
spaces  between  the  columns.  In  order  to  draw  the  caissons  of  the 
cupola,  it  will  be  necessary  to  repeat  Plate  R  and  go  back  to  this 
study  for  the  details  of  the  lantern. 

PLATE  T. 

172.  In  Plate  XXXII  is  found  a  pavilion  in  the  Mutular 
Doric  Order.  It  is  t*-  be  drawn  with  the  border  line  of  the  same 
size  as  in  the  other  plates,  but,  by  omitting  the  plan  here  shown, 
it  will  be  possible  to  increase  the  height  of  the  building  consider- 
ably and  still  bring  it  within  the  outlines  of  the  drawing. 

173.  This  small  building  is  raised  ten  steps  above  the  level 
of  a  garden,  and  is  composed  of  a  portico  "in  antis,"  giving  access 
to  the  room  beyond.  The  plan  forms  a  square  from  center  to  cen- 
ter of  the  corner  jpHasters.  This  dimension  corresponds  to  nine 
divisions,  center  to  center,  of  the  triglyphs  in  the  entablature. 

174.  The  four  pilasters  of  the  lateral  facade  form  three  regu- 
lar bays  of  three  sjoacings  of  the  triglyphs.  The  intercolumniation 
in  the  center  of  the  principal  facade  or  portico  is  three  entabla- 
tures, five  times  the  distance  from  the  center  of  one  triglyph  to  the 
center  of  another,  which  is  sixty  parts,  and  the  space  between  the 
antae  and  the  columns  is  one  entablature  and  twenty  parts,  or  twice 
the  distance  between  the  triglyphs,  center  to  center.  Tiio  depth 
of  the  portico  corresponds  to  one  bay  of  the  pilasters  of  the  lateral 
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facade,  and  the  divisions  of  the  x^ilasters  of  the  rear  fticade  cor- 
respond to  the  columns  of  the  portico.  In  the  middle  of  this  rear 
facade  is  fomid  d  window  which  lights  the  interior;  this  window  is 
twice  its  width  in  height  and  is  placed  above  a  wainscot  of  the 
height  (1  En)  shown  in  the  section. 

175.  The  entrance  door  is  decorated  with  a  frame  similar  to 
that  in  Plate  XXV,  and  has  an  entablature  with  a  pediment  whose 
details  are  given  on  this  plate  at  C.  The  entablature  which  sur- 
rounds the  ceiling  of  the  portico  and  of  the  hall  is  also  the  same  as 
was  used  in  Plate  XXV. 

176.  The  bases  of  wall  and  portico,  and  of  the  lateral  and  rear 
facades,  are  composed  of  a  plain  pedestal,  or  dado,  one  entablature 
in  height,  and  with  a  rusticated  part  three  entablatures   high. 


Fig,  30. 

"Rusticated"  applies  to  masonry  work  in  which  the  joints  are 
strongly  emphasized.  The  dado  has  a  plinth  base  of  a  height  cor- 
responding to  the  height  of  the  column  base,  and  a  cap  fourteen 
j)arts  high.  The  bead  and  cong6  of  the  bases  continue  around  and 
above  this  plinth ;  the  rusticated  stones  are  alternately  twenty-six 
and  sixty-eight  parts  wide  with  sinkages  of  two  parts. 

177.  The  roof  is  pyramidal  in  form  and  is  crowned  by  a  X3ine- 
apijle,  of  w^hich  the  detail  is  given  at  D  in  this  plate,  XXXII,  and 
the  balustrade  shown  at  the  left-hand  side  of  the  facade  would  be 
the  rail  of  a  terrace  on  the  edge  of  which  this  pavilion  is  located. 
This  terrace,  although  the  pavilion  does  not  communicate  with  it, 
would  be  accessible  by  flights  of  steps  placed  laterally.     For  this 
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the  student  may  exercise  his  own  imagination,  and  draw  out  sepa- 
rately at  a  smaller  scale  a  plan  giving  his  idea  of  the  general 
arrangement. 

PLATE  U. 

178.  The  facade  of  a  Doric  temple  is  to  be  drawn  by  the 
student  from  the  lalan  shown  in  Fig.  30.  The  measurements  nec- 
essary for  the  i^lacing  of  the  columns  are  here  given,  and  further 
than  this  he  is  to  supi^ly  their  proper  proportions  and  heights,  as 
well  as  the  necessary  details,  from  the  various  drawings  illustrat- 
ing this  order,  which  he  has  already  studied.  The  four-columned 
portico  on  the  front  is  crowned  with  a  pediment,  the  j)roportions  of 
which  must  be  ascertained  after  the  principle  shown  in  Plates 
XXXII  or  XXXIII.  This  plate  is  to  be  drawn  out  with  the 
border  lines  20"  X28"  in  size. 

179.  The  proportions  and  general  scheme  for  laying  out  this 
problem  will  be  foiuid  in  the  illustration  of  the  Ionic  Portico, 
Plate  XXXIII.  The  various  details  both  for  the  exterior  entabla- 
ture and  for  the  entablature  inside  the  temple,  as  well  as  the  archi- 
traves for  the  entrance  door,  have  already  been  given.  The  main 
facade  or  front  elevation  should  be  drawn  to  the  center  line  which 
passes  through  the  apex  of  the  x^ediment  and  through  the  axis  of 
the  doorway.  The  section  on  this  plate  may  be  omitted,  in  which 
particular  there  will  be  a  difference  between  this  problem  and  the 
problem  of  the  Ionic  Order.  In  the  plan  it  will  be  noticed  that 
half  has  been  shown  with  a  pedestal,  while  the  other  half  rests 
directly  on  a  platform  or  -'stylobate."  It  would  be  better  to  draw  this 
order  with  a  pedestal  and  to  indicate  by  a  dotted  line  the  contour 
of  the  steps  leading  from  the  stylobate  to  the  groimd.  The 
method  of  constructing  the  slope  of  the  pediment  has  already  been 
explained,  and  has  also  been  shown  on  Plate  XXXIII.  This  is 
essentially  the  same  problem  as  that  given  under  the  Ionic  Order, 
but  the  details  and  the  proportions,  it  will  be  seen,  are  distinctly 
different. 

PLATE  V. 

180.  The  Ionic  Temple,  with  portico,  shown  in  Plate  XXXIII 
is  to  be  drawn  at  the  same  size  as  the  last  plate,  20"  X28".  These 
two  drawings  when  finished  should  resemble  each  other,  save  that 
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in  the  preceding  exercise  the  full  facade  of  the  temple  is  shown, 
while  in  this  plate  of  the  Ionic  Order  a  half  facade  and  section  are 
to  be  combined  as  ill  astrated. 

181.  The  exterior  face  of  the  wall  is  formed  with  rusticated 
joints,  that  is  to  say,  the  joints  of  the  stones  form  triangular 
recesses  or  grooves  as  shown  at  C,  Plate  XXIX.  This  decorative 
scheme  is  at  the  same  time  a  logical  construction  because,  the 
angles  of  the  stones  being  obtuse,  the  edges  are  less  liable  to  be 
broken  off. 

PLATE  W. 

182.  This  exercise  is  one  of  superposition  and,  as  the  same 
principle  may  be  applied  throughout  the  use  of  the  other  orders,  it 
is  believed  that  one  drawing  devoted  to  this  subject  will  be  amply 
sufficient.  The  student  is  required  to  reproduce  the  drawing 
shown  in  Fig.  23,  at  the  size  of  13"Xl8"  and  to  complete  in  his 
drawing  all  the  details  of  the  mouldings,  windows,  doorways,  etc., 
where  the  same  are  only  blocked  in  upon  this  figure.  The  con- 
siderations in  regard  to  superposition,  stated  in  the  text  in  para- 
graphs 116  to  132,  must  be  carefully  observed. 

PLATE  X. 

183.  The  subject  of  this  study,  Plate  X,  is  the  central 
part  of  the  facade  of  an  edifice;  assume  it  is  to  be  a  library  or 
public  building  of  a  similar  character.  The  Corinthian  Order  is 
raised  on  a  series  of  pedestals.  The  interior  level  of  the  edifice  is 
raised  above  the  exterior  ground  level  and  is  reached  by  a  stair- 
case which  will  prove  to  be  an  interesting  part  of  this  study.  This 
staircase  is  in  two  parts,  each  part  composed  of  two  flights  with  an 
intermediate  landing.  The  first  flight  has  twelve  risers  up  to  the 
landing;  the  second  has  eight  risers  up  to  the  top  of  a  wide  land- 
ing which  is  placed  before  the  entrance  and  on  the  axis  of  the 
edifice.  A  balustrade  with  two  pedestals,  on  which  might  be  x^laced 
statues  or  candelabras,  surmounts  the  supporting  wall  of  the  land- 
ing. This  supporting  wall  is  finished  on  each  side  by  a  pillar  on 
which  is  placed  a  vase,  and  is  decorated  with  rusticated  joints. 
The  central  part,  corresj)onding  to  the  balustrade,  forms  a  projec- 
tion; a  niche  decorated  with  a  fountain  and  semi-circular  basin 
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would  be  iDracticable  below  this  space.  The  entrance  door  of  the 
edifice  is  in  the  form  of  an  arch,  covered  with  a  pediment  of  the 
Ionic  Order.  The  Corinthian  columns  forming  the  corners  of  the 
projection  are  coupled,  that  is  to  say,  the  space  which  separates 
them  is  less  than  the  minimum  of  the  regular  intercolumniation. 

184.  The  student  is  required  to  design,  arrange  and  draw 
upon  a  plate,  the  size  of  20"  X28",  some  such  problem  as  is  shown  in 
Plate  XXXIV,  termed  an  Entrance  or  Monumental  Approach.  He 
may  use  any  orders  that  he  may  choose  for  this  problem,  but  should 
remember  to  maintain  a  proper  relation  between  them  in  scale  and 
size.  He  must  not  follow  exactly  this  arrangement  but  must  intro- 
duce such  a  variety  in  the  plan  as  will  give  him  a  problem  in  ele- 
vation  different  from  the  one  here  solved. 
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